A & P's NEW 
: j CONCRETE WAREHOUSE 
Бу "= EXEMPLIFIES EFFICIENCY OF 


qti a 
:„ fil Ait | WORLD'S GREATEST FOOD-SERVICE ORGANIZATION 
2 wit Mi. 
Ё [> spanning the gap between thousands of fields and millions of tables, 
The GREAT ATLANTIC & PACIFIC TEA COMPANY employs the quality 
approach to quantity merchandising. Witness this new Produce-and-Meat 
Warehouse, covering an entire city block in Newark, N. J., linking food 
supply sources with great super-markets. Each kind of produce has its own 
storage conditions. Inside loading is provided—rail on one side—trucks 
on the other, with 21 motor-operated doors. 


Top-grade construction—one of a number of projects built for A & P by 
WM. L. BLANCHARD CO., Newark. The 6,000 cu. yds. of concrete were 
designed for 5,000 lbs. compressive strength — readily achieved with Lone 
Star Cement and concreting know-how. Such structures exemplify efficiency 
that makes A & P Number One on the Eat Parade! 


FALL CONCRETING REMINDER: Use 'Incor'* 24-Hour Cement—protect against 
sudden temperature drops. Without protection at 50°, common Fall condition, 
‘Incor’ concrete attains stripping strengths, is safe from freezing, 2 ог 3 days 
sooner. For timely illustrated booklet, "Cold Weather Concreting," write us at 
342 Madison Ave., New York 17. *Reg. U. S. Pat. Off. 
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Built by WM. 1. _ BLANCHARD CO., 
Newark, N. J. 


Architects: STAAB & STAAB, Newark 


Ready-mix Lone Star Concrete: 
J. P. CALLAGHAN COMPANY, 
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COLD STORAGE ROOM ш} PReezeR к 2 . n 

WR Ub x Lu bns PARKING PRODUCE STORAGE 
4 AREA 


са чы ы Mt и i en 
Harrison, N. J. 
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Lone Star Cement through. gra 


F. BOWDEN COMPANY, Newark, N. J. С EVERGREEN AVE, 


LONE STAR CEMENT о 28 


Offices: ALBANY » BETHLEHEM, РА. • BIRMINGHAM + BOSTON + CHICAGO + DALLAS • HOUSTON - INDIANAPOLIS • JACKSON, MISS. 
KANSAS CITY, МО... NEW ORLEANS •· NEW YORK - NORFOLK - PHILADELPHIA + ST. LOUIS » WASHINGTON, D. C. 


LONE STAR CEMENT, WITH ITS SUBSIDIARIES, IS ONE OF THE WORLD'S LARGEST CEMENT PRODUCERS: 15 MODERN MILLS, 27,000,000 BARRELS ANNUAL CAPACITY 
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In construct 


Schmidt & Paolinelli, Architects 


INTERMEDIATE PROJECTED—1. Built-in weathering is integral 
with window sections, 2. When glazed, all glass is in same 
plane. 3. Frame section has 2" return on inside, permitting 
plastering and still providing space for attaching blinds 
and shades. 4. Extra strong—frame section is 114” deep 
and ventilator section is 144" deep. 5. Treated with Bond- 
erite process. 


ARCHITECTURAL PROJECTED — 1. Same type of controlled ven- 
tilation as with Intermediate but more economical. 2. Frame 
section has similar 15” return on inside. This provides 
space for attaching window accessories. 3. Extra strength 
provided in frame— 144" deep. Ventilator is even heavier— 
1%” deep. 4. Treated with Bonderite process. 
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— 
ARN Consider the superiority of natural day- 
fyne light... Our bodies and minds, in the 

i main, evolved outdoors. In the recent 
dim past, man came inside. But since the eye 
evolved in natural daylight, it is just common 
sense that vision is best under daylight en- 
vironment. 


Investigate the availability of daylight 
in your area . . . Itis important to know 
the amount of available daylight so you 
can plan for adequate illumination. The United 
States Weather Bureau records provide infor- 
mation showing the average number of clear 
days anywhere in the United States. For com- 
plete information, consult the United States 
Weather Bureau. 


45 | № Explore the importance of distant vision 


‚.. Medical science recognizes the im- 

portance of distant vision. Strain on the 
body, eyes and the mind is relieved through 
looking at distant views. Consult medical 
authorities for additional information on this 
important point. 


Find out what type of window lets in the 
most daylight—assures distant vision 
B -.. Asa preliminary aid, consider these 

facts...steel windows admit more daylight 
than any other type of window design since 
they employ clear glass. Full height steel win- 
dows also provide more distant vision than 
any other window opening. There is less ob- 
struction since frames and muntins are slender. 


CECO STEEL PRODUCTS CORPORATION 
General Offices: 5601 West 26th Street, Chicago 50, Illinois 


ighting for Schools 


Determine what type of window gives | 
the best ventilation ... Steel windows 
provide more controlled ventilation 
than any other type of window opening. In 
fact, up to 100%. Stray breezes are captured 
and distributed all over the room. Drafts are 
controlled. Steel windows assure the greatest 
amount of life-giving pure fresh air. 


Compare costs... The cost of steel 
window daylighting will vary accord- 
ing to localities. But, broadly speaking, 
comparisons show other types of win- 
dow design cost from 10% to 200% more. 
In addition, the cost of artificial illumination 
is reduced and mechanical ventilation is 
eliminated. 


Write for Ceco data booklet... Consider 
the 6 points above on illuminating 
schoolrooms. Then, for complete data, 
write Ceco for FREE descriptive book- 
let entitled "Better Environment 
Through Daylighting in Schools." The book- 
let covers other important subjects such as— 
Light Reflectance, Seating Arrangement, 
Light Control, Building Positioning. 


Offices, warehouses and fabricating plants in principal cities 


makes the big difference 
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Partial List of Ceco Products 


METAL RESIDENCE CASEMENTS • INDUSTRIAL WINDOWS AND DOORS 
* METAL FRAME SCREENS • ALUMINUM FRAME STORM WINDOWS + 
ALUMINUM COMBINATION STORM WINDOW AND SCREEN UNITS 
* METAL LATH AND ACCESSORIES • STEELFORMS * REINFORCING 
BARS = STEEL JOISTS AND ROOF DECK + HIGHWAY PRODUCTS • 
CORRUGATED ROOFING * ATTIC AND ROOF VENTILATORS 


+ 


U. S. NAVAL HOSPITAL 


Beaufort, South Carolina 


Navy Department, Bureau of Yards & Docks 


Architects 


M. О. Seckinger Plumbing & Heating Company 


Plumbing and Heating Contractor 


helps to Ban Maintenance 
in 5 vital services 


Recently expanded by the addition 
of auxiliary buildings, including 
nurses, corpsmen, and office 
quarters and utility structures, the 
fine new Naval Hospital at Beau- 
fort, S. C., follows old tradition in 
_the designers’ insistence on dura- 
bility and dependability. The pip- 
ing provides one specific example. 
Downspouts, sanitary piping 11⁄4- 
inches and smaller, water piping, 
fire lines 6-inches and larger, and 
all steam return lines were spec- 
ified ‘‘wrought iron”. Byers 
Wrought Iron pipe was installed. 

Everyone concerned with hos- 
pital operation knows how impor- 
tant it is to build for maximum serv- 
ice life, for every dollar spent for 
avoidable repairs drains away 
funds needed for other things. The 
question of selection takes on 
added importance now, when so 


many communities are building 
facilities under the Public Health 
Service program. Cutting corners 
in the piping specifications may 
saddle the community with a bur- 
densome load of maintenance ex- 
pense for years to come. 
Wrought iron has served in 
almost every piping service, in 
hospitals all over the country, and 
its performance is a matter of en- 
gineering record. The reason for 
its superior corrosion resistance is 
found in its unusual character. Tiny 
fibers of glass-like silicate slag, 


threaded through the body of high- 
purity iron, halt and disperse cor- 
rosive attack, and so discourage 
pitting and penetration. The fibers 
also help anchor the initial pro- 
tective film, which shields the un- 
derlying metal. 

Our bulletin, WROUGHT IRON 
FOR PIPING SYSTEMS, discusses 
the corrosive conditions encoun- 
tered in many building services, 
and the success of wrought iron in 
withstanding them. We will be 
glad to send you a copy, on 
request. 

A. M. Byers Co., Pittsburgh, Pa. 
Established 1864. Boston, New York, 
Philadelphia, Washington, Atlanta, 
Chicago, St. Louis, Houston, Salt 
Lake City, Seattle, San Francisco. 
Export Division: New York, N. Y. 


CORROSION COSTS YOU MORE THAN WROUGHT IRON 


BYERS 


GENUINE WROUGHT IRON 
TUBULAR AND HOT ROLLED PRODUCTS 


ELECTRIC FURNACE QUALITY ALLOY AND STAINLESS STEEL PRODUCTS 
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THE PHILADELPHIA SAVING FUND SOCIETY BUILDING—A 
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Howe and Lescaze, Architects 


BOATHOUSE CONVERTED INTO AN IDEAL SUMMER HOME . 


Summer Residence of Mr. and Mrs. Albert Rose, Lake Placid, N. Y. Kahn & Jacobs, 
Architects 


LIMESTONE AIR FORCE BASE, LIMESTONE, MAINE. . . . . . 


Alonzo Harriman, Inc., Architects and Engineers 


LARGE CORPORATION BUILDS A RESEARCH CAMPUS IN 
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Johns-Manville Research Center, Manville, N. J. Shreve, Lamb & Harmon, Architects 
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Shaw, Metz and Dolio, Architects; William Pahlmann Associates, Interiors 
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ine Hush Valves : 


COOK COUNTY SCHOOL OF NURSING 


buildings equipped with Watrous 
Flush Valves. 


ERIC E. HALL 


Architect 


E. J. YOUNG & 00. 


Plumbing Contractors 


ADJUSTABLE FLUSH VALVES 


BOTH DIAPHRAGM AND PISTON TYPES 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1240 W. Harrison Street, Chicago 7, Illinois 
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THE RECORD REPORTS 


HHFA Program Picks Up Speed with Appointment 
of an Assistant Administrator; FHA Prepares 


Mortgage 


More than any other word, confusion 
aptly described the state of housing 
legislation on the national level as the 
Senate worked doggedly at its stuffed 
calendar and the House took a 26-day 
recess. The federal housing agency was 
moving ahead rapidly with the new pub- 
lic housing program, assigning reserva- 
tion quotas to those new cities that had 
made up their minds as to how many 
units they want to construct in the next 
two years. 

There were important progressive de- 
velopments in the housing agencies as a 
result of legislation enacted this year. 

Mr. Foley announced appointment of 
Berchmans T. Fitzpatrick, HHFA's 
general counsel, as his assistant adminis- 
trator. This now assigns to Fitzpatrick 
new responsibilities in connection with 
public housing, slum clearance and re- 
search activities. He had been serving as 
a program director but now has а posi- 
tion ranking with heads of three constitu- 
ent agencies — Federal Housing Ad- 
ministration, Home Loan Bank Board 
and Public Housing Administration. 

Official Washington agreed that Fo- 
ley’s was a wise choice. Fitzpatrick has 
served in legal and administrative posi- 
tions in connection with government 
housing programs since 1938. He was 
general counsel of the old National 
Housing Agency as well as HHFA. Since 
March 1948, he had served as assistant 
administrator for program operations. 

The industry was watching for two 
other appointments scheduled to come 
soon under the new Housing Act of 1949. 
Foley planned to name a Director of 
Slum Clearance and a Director of Re- 
search to head up those respective 
programs. 


Public Housing Gets Underway 


Meanwhile, the Public Housing Ad- 
ministration showed signs of new life. 
Saddled with the handling of the na- 
tion’s new six-year, 810,000 unit pro- 
gram of public housing, this agency 
began assigning “ program reservations " 
amid considerable pomp in the adminis- 
trator's office. Galveston, Tex., was the 
first city to bring in its two-year plan for 
approval. It was followed closely by Nor- 
folk, Va., Los Angeles and Chicago. New 
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Insurance Plan for Military Housing 


York was assigned 23,000 units for con- 
struction in two years and the list grew 
steadily 

At the same time most of these cities 
applied for preliminary planning loans so 
they might get an immediate start. 
While Congress fumbled with appropria- 
tion bills to support administrative func- 
tions in connection with the public 
housing program, the legal machinery 
had been set up for these early loans. 
They awaited only the formality of ap- 
proval by the President. PHA Adminis- 
trator John Taylor Egan planned to send 
a number of the loan applications to the 
White House in a single group with im- 
mediate presidential approval antici- 
pated. 

The preliminary loans will be used for 
preparation of development plans in- 
cluding architectural work. As soon as 
the local housing authority has obtained 
its program quota on a two-year pro- 
jection and its preliminary loan if one is 
sought, it can prepare its local program 
and enter into a contract with PHA for 
financial aid. It then proceeds to plan its 
projects in detail, acquire sites and call 
for construction bids. 


It is significant that all initiative 
must come from the local group first. 
(Of approximately 500 local housing 
authorities that have received instruc- 
tions from PHA, 472 have had past ex- 
perience with public housing programs 
under earlier laws. Eighty-six per cent 
are in localities with populations of less 
than 100,000, 63 per cent in cities of 
25,000 or under.) A program reservation 
does not bind the locality to contracts 
for capital loans or annual subsidy pay- 
ments. It merely indicates PHA's in- 
tention to set aside enough loan and 
subsidy money to cover the indicated 
quota of units until the authority is able 
to prepare its specific local program. 


Relation to Unemployment 


There is a tie-in now between this 
housing activity and the Administra- 
tion's effort to cushion the unemploy- 
ment blow in certain localities with 
federal construction and procurement 
speed-ups. Foley has announced applica- 
tions of local authorities in those cities 
cited as being in the “depressed” group 
(where unemployment has reached 12 
per cent or more) will be given special 
attention by PHA in Washington. So 
far, the list of 32 critical areas includes 
only industrial cities in the east and a 
few mining areas of the near midwest. 

All this puts public housing now in the 
“going” category. The highly important 
slum clearance and urban redevelop- 
ment program is another phase in 

(Continued on page 10) 
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Data 


On Passenger and 
Freight Elevators 


for 2, 3 and 4 stories 


Why OILDRAULIC ELEVATORS are so 
practical and economical 


No costly 


Lighter 
shaftway structure 


Smooth starts 
and stops 


Accurate 
landing stops 


Namé---~ 
Company" 


Address es - 
City g State" 


No special 
machine room 


Low 
maintenance cost 


= This new data file will give you all the facts 
on modern oil hydraulic elevators. It shows how 
you can simplify building design, save space and 
cut costs by using "the elevator that's pushed up." 
For passenger and freight service in buildings of 
2, 3 or 4 stories, there's no elevator more practical 
or economical than a Rotary Oildraulic Elevator. 
This dependable equipment is engineered and 
built by Rotary Lift Co., oldest and largest maker 
of oil hydraulic elevators. 
А.ГА. Data File on 
freight and passenger elevators, 


For new 


just mail the coupon below to 
ROTARY LIFT CO., 1010 Ken- 
tucky, Memphis (2), Tenn. 


The elevator that’s pushed up 
—not pulled up 


® 


Oildraulic Elevators 
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J&L JUNIOR BEAM ROOF PURLINS 


J&L Steel Junior Beams for roof purlins 
for industrial structures save both time 
and money. This was clearly demon- 
strated recently in a building designed 
for Standard Transformer Co., Warren, 
Ohio, by Keich & O’Brien, architects, 
fabricated by J. A. McMahon, Ltd., 
Niles, Ohio, and erected by Warren 
Engineering Co. 

As the building progressed, the purlins 
were bolted directly into place without 
any secondary handling or joining opera- 
tions. Sag rods were installed and bolted 
in position, and steel roof decking was 
welded directly to the beams. 


The speed of erection, elimination of 
secondary operations and ease of han- 
dling the light-weight Junior Beams, 
effected considerable savings on steel 
installed. 


Light-weight, easy to handle Junior Beams 
give better job in less time at lower cost 


ON STEEL INSTALLATION AT WARREN, OHIO 


Junior Beams, made exclusively by 
J&L, are the lightest weight, hot rolled 
steel beams commercially available. 
Used as roof purlins, floor joists and for 
other applications, they have these 
advantages: 


LIGHT-WEIGHT—for easier handling. (10" 
beam weighs 9 lbs. per ft.) 


STRUCTURALLY EFFICIENT—safe load uni- 
formly distributed for a 10" beam on 
this building is over 3 tons. 


FIRE-SAFE—affects insurance rates favor- 
ably on buildings. 


NO SETTLING—minimizes plaster cracks, 
sagging doors and sticking windows. 


ALSO—Vermin-proof . . . Termite- 
proof . . . Shrink-proof . . . Rigid 
and free of vibration. 


SEE OUR CATALOG IN ALL SWEET'S FILES 


JONES & LAUGHLIN STEEL CORPORATION 


From its own raw materials, 
J&L manufactures a full line of 
carbon steel products, as well as 
certain products in OTISCOLOY 
and ratto (Ai-tensile steels). 
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PRINCIPAL PRODUCTS: HOT ROLLED AND COLD FINISHED 
BARS AND SHAPES • STRUCTURAL SHAPES » HOT AND COLD 
ROLLED STRIP AND SHEETS * 
PRODUCTS • ''PRECISIONBILT"WIRE ROPE • COAL CHEMICALS 


TUBULAR, WIRE AND TIN MILL 


J&L Junior Beams are available 
through your favorite steel warehouse— 
or through J&L warehouses at Chicago, 
Cincinnati, Detroit, Memphis, New 
Orleans, New York and Pittsburgh. 


ARCHITECTS! 
CONTRACTORS! BUILDERS! 


Send for descriptive literature and engi- 
neering data on J&L Junior Beams and 
J&L Junior Beam floors. 


USE THIS COUPON! 


Jones & Laughlin Steel Corporation 
466 Jones & Laughlin Building 
Pittsburgh 19, Pa. 


Please send me complete data on J&L 
Junior Beams and Junior Beam floors. 


NAME 


COMPANY 


ADDRESS 
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HHFA's administration of the new 
housing law. This is lagging a bit due 
to inexperience in its details. But the 
administrator's office has issued a pre- 
liminary explanatory statement defining 
how slum clearance may be initiated and 
this has been circulated to mayors of 
all cities of 25,000 or more. 

The statement explains prerequisites 
for participation in slum clearance ac- 
tivity: types of local projects that can 
be assisted, kinds of work and redevelop- 
ment activity eligible for federal help, 
types of federal loans available to cities 
for slum clearance projects, provisions 
for private financing, requirements for 
federal capital grants and local grants- 
in-aid, legal authority required and other 
items. This is preliminary in that it 
advises cities what to do in preparing 
for formal filing of applications later on. 
Still, HHFA is trying to help cities “ get 
their slum clearance and urban re- 
development projects underway without 
undue delay." 


Military Housing Program 


While PHA directed new energies to 
its program assignments, the Federal 
Housing Administration began a new 
insurance program of its own — that for 
military housing. Rough estimates from 
the armed services placed at 60,000 the 
number of units of rental housing to be 
built at Army, Navy, and Air Force 
installations. FHA Commissioner Frank- 


lin D. Richards issued rules and regu- 
lations. All such housing will be built by 
private contractors. Stemming from the 
Wherry bill, the new Act amends the 
National Housing Act of 1937 by adding 
a new Title — VIIT. This provides FHA 
insurance of mortgages on rental housing 
for both civilians and military employees 
of the National Military Establishment 
in the U. S. 

Insurance under Title VIII parallels 
the Sec. 608 provisions. Maximum of 
any single mortgage is $5 million, repre- 
senting not more than 90 per cent of 
replacement costs and not more than 
$8100 per family unit except where the 
need will be better served by single- 
family dwelling units. In such latter 
cases, mortgage principal may be as 
much as $9000 per family unit. Interest 
rates are held at four per cent. 

The Army says it plans to sponsor 
construction of a large number of garden- 
type apartments, a minimum of single- 
family residences. 

Funds to implement administration of 
all these new programs had not been 
appropriated at this writing. The House 
had passed the Supplemental Appro- 
priations bill of 1950 containing them, 
but the Senate's subcommittee had just 
started work on it. 


VA Hospital Question Reviewed 


The question of building those 16,000 
Veterans Administration hospital beds 
was up again in the House but left 
dangling when Rep. Rankin could not 
get support for his resolution attempting 

(Continued on page 12) 


Before 
After 


Studtman Photo 


ECONOMY REMODELING 


The above pictured building housing 
Air Conditioning, Inc., Carrier Corp. 
dealer in Austin, Tex., was remodeled at 
an approximate cost of $2500 from plans 
drawn by Page, Southerland & Page, 
Austin architects. 

Materials used in the process were 
paint, corrugated transite, sheet metal 
and 4 by 4 in. posts. Economy was ob- 
served by use of the sheet metal shop 
connected with the firm in production of 
the projecting frame, louvers on door 
and window and the sign letters. The 
transite fence conceals storage of sheet 
metal and scrap materials essential to 
the business. Color scheme is dark gray, 
light gray and red coral for lettering. 


NEWS FROM CANADA 


Architects Display Wares 

One of the eye-catching booths at the 
recent Canadian National Exhibition, 
Toronto, was jointly sponsored by the 
Royal Architectural Institute of Canada 
and the National Gallery of Canada. 


Purpose of the display was to explain 
the importance of architecture in every- 
day life. It did so by means of example, 
showing what the profession itself con- 
sidered its best work. There were photo- 
graphs of structures in nearly every 
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Humber Memorial Hospital, Weston, Ont., has 52 beds. By John B. Parkin Associates 
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by John Caulfield Smith 


province — schools, hospitals, churches, 
factories and commercial and public 
buildings. Community planning and 
housing came in for their share of atten- 
tion. And, to lift the veil of mystery 
that shrouds the public’s understanding 
of how buildings are designed, generous 
space was devoted to the architect’s 
relationship with clients. The manner 
in which he analyzes their problems and 
develops solutions in keeping with their 
needs, tastes and pocketbooks was fully 
publicized. 

The National Gallery proposes to send 
the exhibition to tour various Canadian 
cities. This will assist many thousands 
of people to gain an appreciation of 
the architect's role in modern society. 

(Continued on page 172) 
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FARM BUREAU INSURANCE 


COLUMBUS, OHIO 


buys OTIS AUTOTRONIC ELEVATORING 
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Naturally, when the officers of the Farm Bureau Mutual Automobile 
Insurance Company set out to build the most modern insurance 
facility in the country, they selected the most modern concept of 
elevatoring —OTIS AUTOTRONIC Traffic-Timed ELEVATORING. It is 
the only system that is timed to the 6 traffic patterns of the entire 
business day...that is supervised automatically to provide maxi- 
mum service with a minimum number of cars — not only during the 
peak traffic periods of the day but also during the normal, lighter 
traffic periods. 


Otis AUTOTRONIC Traffic-Timed ELEVATORING is also dramatic. A 
passenger merely "touches", not pushes, an electronic directional 
arrow in the landing fixture. Then the arrow lights up, the call is 
registered, and a car arrives — as if by magic. 

Otis AUTOTRONIC Traffic-Timed ELEVATORING can be applied to new 
or existing groups of elevators in office buildings, hotels, hospitals 
and department stores. Write for Booklet B-721-F. Otis Elevator 
Company, 260 11th Avenue, New York 1, N. Y. 


AUTOTRONIC 


traffic-timed 
ELEVATORING 


an entirely new concept of elevatoring 
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GUTH FUTURLITER" 


corrals wayward footcandles 
...Süves steps for eyes! 


014 


12 
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It beams 80% of the footcandles directly down on the 
working area...directs 20% upward for eye-easy 
brightness ratios. 

Its dust-discouraging design and hinged eggcrate louvres 
make it one of the easiest of all fluorescents to keep 
clean and efficient. Versatile, too...you can mount the 
Futurliter in units or rows, surface or suspended. 
"Eye-to-the Future" Futurliters give a lighting system 
flexible footcandle capacity. Up to 45% more light can 
be had by adding a third lamp to two-lite units. 

You'll find detailed data in our handy new Pocket 
Catalog 46A-J...yours with the compliments of 


> 


LIGHTING 


THE EDWIN F. GUTH COMPANY / ST. LOUIS 3, MISSOURI 
К лор ын rae Lighting face 1202. 


YOUR TEAMMATE 


IN pci plumed LIGHTING 
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to force President Truman to order VA 
to go ahead with authorized plans. 

These beds are the 24 new and 14 
remodeling projects ordered stricken 
from the construction program originally 
approved by Congress. Rankin said he 
wanted to force the White House to 
reverse itself on the decision not to go 
ahead with these 16,000 beds; but 
though he tried twice to get his resolu- 
tion passed without rules committee 
approval, he was defeated. His office said 
he might try other tactics after the 
House recess. Approximately $270 mil- 
lion in contract authority is involved. 
This amount appears in the appropria- 
tion bills for fiscal 1950, designated for 
the construction of the additional VÀ 
hospital facilities, but this does not 
mean the work will proceed. The execu- 
tive order to VA still holds preference 
and it was doubtful Congress would go 
as far as to try to overrule the White 
House in this matter. 

Another question of VA policy in 
construction arose with House com- 
mittee hearings on bills which tried to 
authorize employment of GI trainees in 
the construction trades on outside 
"live" projects. The House finally 
passed a bill limiting this outside em- 
ployment to school building construction 
— the building of any publicly supported 
school structures. In hearings, the pro- 
posals had drawn the wrath of organized 
labor, which said general outside em- 
ployment would pit the apprentice 
against the journeyman with unfair 
competition, and opposition from the 
Budget Bureau and VA itself as being 
unworkable. 

The House-passed measure, going to 
the Senate, does not allow the trainee to 
be paid any more than his regular sub- 
sistence allotment for this off-campus 
work. Proponents of the plan to throw 
the door open to apprentices in GI train- 
ing schools to work on all public build- 
ings said they sought a plan whereby the 
veteran learning construction skills 
could get more practical experience. As 
it is now, they argued, he merely builds 
up walls in the classroom and tears them 
down again. 


Amendments Considered 


Housing officials were watching the 
complex legal manipulations on Capitol 
Hill and wondering what would come 

(Continued on page 14) 
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THE SCHLAGE "Long Backset" 


The Schlage "long backset" allows the lock to be installed any distance 
from the door edge. This means that architects can now place the lock 
wherever it will produce the best design effect. Large, eye-catching es- 
cutcheons can be used for more dramatic treatment of entrances. 


The “long backset" is a feature found only in Schlage cylindrical 
locks. It embodies proven Schlage design and construction principles. 


Schlage has prepared a series of full-color slides showing “long back- 
set” installations by leading architects. Call your nearest Schlage repre- 
sentative for a showing at your convenience or write Schlage Lock Co. 


SCRCAGE: 


SCHLAGE LOCK COMPANY 


2201 Bayshore Boulevard Ы San Francisco 19, California 


Schlage Pantheon Design 


(8" escutcheon) 
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NOW YOU CAN SPECIFY 


A 


E It's surprising | 
| how much time 
| and money you 
can save by 
specifying the 
RIGHT glazing 
material. | 
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COPYRIGHT 1949 BY DICKS-PONTIUS CO. 


D-P GLAZING COMPOUND 


No. 1012 for 
luminum Sash 
only! 


Here, at last, is a glazing compound for 
aluminum sash that is guaranteed to 
stick and stay tight under severe condi- 
tions of use. 


Developed, tested and proved by 
Dicks-Pontius, world’s largest producer 
of all types of glazing materials, the new 
D-P Aluminum Gray Glazing Compound 
No. 1012 sets up firm quickly. Remains 
semi-plastic. Won’t sag or pull away. 
Positively will not crack, chip or pow- 
der. Withstands shocks, moisture, heat 
and cold. 


D-P TRU-GLAZE—an entirely new pro- 
fessional grade of compound for every 
type of commercial structure from 
garage to skyscraper. Tru-Glaze is easy 
to apply, sets firmly and stays put. Stands 
up under heavy vibration, heat and cold. 
For wood or steel sash, primed or un- 
primed. Specify Tru-Glaze for real 
savings. 


OTHER D-P BRANDS 


e D-P Putties—a complete line for 
wood, metal sash and special pur- 
pose. 


è D-P Caulking Compound—a perfect 
sealer. 


e D-P Tile Cement—a new all purpose 
cement. 


Every architect and builder 


should have a copy of 
booklet—"'Facts About 


this helpful new 
Glazing." Send 


for your free copy today. 


Makers of qual 


THE DICKS-PONTIUS CO., Dayton 1, Ohio—Alexandria, Va. 


ity putty products for 80 years 
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next. They had observed a two months' 
continuation of the Federal Housing 
Administration mortgage insurance pro- 
grams with a concurrent boosting of 
Title II (National Housing Act) au- 
thority by $500 million. This gave 
Congress a breather for more deliberate 
consideration of the second broad, long- 
range housing bill of the session — the 
Housing Amendments of 1949, 

Just before House members took their 
26-day respite, they approved the 
Spence bill and sent it over to the Sen- 
ate, planning to complete work on that 
measure for a conference committee 
report after their return to business 
Sept. 21. 

But the Spence bill which finally 
gained approval was quite different 
from the Spence bill introduced to 
parallel Sparkman's proposed amend- 
ments to the National Housing Act in 
the Senate. When the rules committee 
refused to clear the measure with its 
controversial direct loan provisions, the 
banking committee chairman quickly 
submitted a new bill without them to get 
a floor hearing. Immediately direct loans 
to veterans at four per cent interest rate 
for housing purposes were put into the 
new bill by amendment. 

The enthusiasm of backers was short- 
lived, however. The next day Rep. 
Marcantonio (ALP-N. Y.) succeeded in 
tacking on an anti-segregation amend- 
ment which surely would have spelled 
defeat for the Spence bill had it stuck. 
But there is always another legislative 
day ahead. Rep. Spence brought out 
another clean committee bill, again 
shorn of the highly debatable direct 
loans. This time all effort to re-enter 
the direct loans by amendment was de- 
feated. Two more attempts to tack on 
the fatal "civil rights" issue also were 
beaten back. (These last-minute pro- 
posals to end all segregation of races in 
housing constructed under federal assist- 
ance programs were submitted by Dol- 
linger [D-N. Y.] and again by Marcan- 
tonio.) 

House passage of the legislation with- 
out direct federal loans to veterans for 
individual housing construction or to 
non-profit cooperatives and trusts for 
large-scale ventures left up to the Senate 
this vital question that has drawn so 
much fire from critical industry sources. 
A. $300 million fund for use by the Vet- 


(Continued on page 16) 
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the concrete you save 


GRANITE CITY STEEL 
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pays for... 


Corruform 


tough-temper corrugated steel base 


for concrete in joist floors and roofs 


Corruform pays for itself with the 
concrete it saves. That's because Cor- 
ruform is tough-tempered to spring 
back under construction abuse and 
carries concrete over joists without 
sag, stretch, bend or leakage. Tough- 
temper, high strength Corruform, 
made by processes patented by 


Granite City Steel Company, is nearly 
twice as strong as conventional steel 


of the same shape and weight. 


Furnished uncoated, mill-primed for 
painted exposed joist construction, or 
galvanized .. . with clips to fit all stan- 
dard joists. Send for AIA file today. 


GRANITE CITY STEEL COMPANY 


Granite City, Illinois 
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Means Absolute Protection 
to Wood Endangered 
by ROT and TERMITES 


Humidified 
Buildings 


Foundations Moisture "Traps" 


Here are six common conditions where WOLMANIZED 
Pressure-Treated Lumber provides protection from decay 
and termites: 
1. Where excessive ground moisture, rain or thaws cause early 
decay failures. 
. Where wood near the ground is open to termite attacks. 
. Where wood is in contact with damp concrete or masonry. 
. Where steam and vapor from industrial processes promote 
wood decay. 
5. Where walls, floors, ceilings are subject to condensation from 
refrigeration. 
6. Where wood is exposed to moisture in artificially humidified 
buildings. 


Ф (о № 


Investigations by qualified technologists prove that on installations where 
decay and termites ordinarily shorten lumber life, WOLMANIZED Pressure- 
Treated Lumber lasts Three to Five Times Longer than untreated wood. 


Such lasting protection is assured because penetrating, preservative solu- 
tions are forced, by vacuum-pressure treatment, deeply into the wood fibers 
of WOLMANIZED Lumber. And, WOLMANIZED Lumber is clean, odorless, 
paintable, non-corrosive, non-leaching and glueable. Only 
WOLMANIZED Lumber offers all these extra advantages. 


FIND OUT HOW WOLMANIZED LUMBER 
GIVES YOUR CLIENTS EXTRA VALUE 


This informative booklet tells you all the facts about 
WOLMANIZED Lumber, and how it saves time and 
money for your clients. Be sure to have a copy— 
write for yours today. 


General Offices: 332 South Michigan Avenue, Chicago 4, Illinois 


Portland, Ore., San Francisco, Washington, D. C. 


Branch Offices: Baltimore, Boston, Jacksonville, Fla., Los Angeles, New York, Philadelphia 
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erans Administration in making direct 
loans to veterans whenever they cannot 
get four per cent money from their local 
lending institutions, and another $1 
billion for direct loans to cooperatives 
remained a part of the Sparkman bill as 
it was reported out by the senate bank- 
ing committee. 


Victory for Builders 


Thus, the home builders and the lend- 
ers had achieved a major victory insofar 
as House action was concerned. They 
had opposed direct loans bitterly all the 
way through, supporting only the FHA 
program extensions. Another fight lay 
ahead in the Senate, however, with cer- 
tain opposition looming during floor 
consideration. It was possible the argu- 
ment might have to be carried over into a 
conference of both houses, a condition 
that would throw this major housing bill 
into the final days of the hectic first 
session and cloud its chances for survival 
in any extensive form. 

Though the direct loans claimed the 
headlines, there were other issues in- 
volved of vital concern to architects 
and builders. The House-approved meas- 
ure, for example, liberalizes the mortgage 
insurance programs in an effort to 
emphasize low-cost home construction. 
The secondary market of the Federal 
National Mortgage Assn. in Recon- 
struction Finance Corp. is thrown wide 
open to most of the loans. It now can 
absorb up to only 50 per cent of the in- 
dividual portfolios of lending institu- 
tions. There is a fund of $75 million in 
the House bill for direct loans by R.F.C. 
to manufacturers of prefabricated hous- 
ing now holding commitments from that 
agency under the present Sec. 203 pro- 
vision. Also, the Spence bill contains 
direct loans to educational institutions 
by R.F.C., unlimited in amount — 40- 
year four per cent loans to construct 
campus housing facilities. 

All this, covered not in identical form 
but by similar provisions in the Spark- 
man amendments, would mean large 
new volumes of work for all segments of 
the housing industry if enacted. 

If the Spence measure should finally 
be adopted in its present form, the 
following loans would be taken out from 
under the 50 per cent limitation now 
applying to each lender and henceforth 
could be sold in full amount to the R.F.C. 


(Continued on page 18) 
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Here is the hot water circulating pump which has 
all the features of construction and performance that enable 
plumbing and heating contractors, builders and architects to recommend it 
without reservation for homes, apartment buildings, institutions and 


commercial and industrial installations. 


a E Here are the features which win approval! 


Silent operation — perfectly 
balanced single-suction, 
open-type impeller elimi- 
nates vibration . . . molded 
rubber shaft couplings, re- 
silient mounting eliminate 
noise. Ў 


Leakproof—face-type 
mechanical seal gives 
positive protection 
against leakage. 


Four sizes and ca- Built to last—cast Positive lubrication 
pacities — ranging iron body and fit- —provided by 
from 1% inch—35 tings . . . precision- ample oil reservoir 
g.p.m. to 2% inch machined steel shaft above bearings. 
—95 g.p.m. - + « powdered Reservoir rarely 


bronze bearings. needs refilling. 


For more complete 
information, fill out the 
coupon below. 
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FAIRBANKS, MORSE & CO. 
600 So. Michigan Ave., Chicago 5, Ill. 


Gentlemen: 
I’m interested in your hot water Circulating Pump. Please send 
me further information. 
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E Company Майе: сате вуг Osseo sans M асн ах Ив» 
a name worth remembering 2. 
DIESEL LOCOMOTIVES - DIESEL ENGINES + PUMPS + STOKERS + MOTORS POSE. ww crewmen orent as] оњане 55222582254252929 Ф 
* GENERATORS + SCALES - RAILROAD MOTOR CARS and STANDPIPES • " 
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Corrosion Resistant! 


Easily Formed or Deep Drawn! 


Now architects can design beautiful, high luster doors, panels, building 
facades, store fronts and ornaments, and be confident that they will 
retain their mirror-like finish almost forever. Permaclad, the new 
Stainless Clad Steel has made this possible. 

Permaclad combines the surface characteristics of Stainless Steel 
with the forming qualities of Carbon Steel providing corrosion resistance 
at decreased cost. 

Reduction of weight is possible through the use of AW Dynalloy, 
high strength, low alloy steel as a backing. When lighter sections are 
used usually substantial savings can be effected. 

Get complete information and literature == 
about this wonderful new material by writing E ; ч, 
or mailing the coupon below. 5 he Finer М 
/ The Finish The 


pt 


b 
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SCUTIS 


PERMACLAD reato 


STAINLESS CLAD STEEL 
A Product of ALAN WOOD STEEL COMPANY 


Conshohocken, Pa., Dept. 20 


Gentlemen: Please send me more information and Free literature about Permaclad 


7.7271. sss hh eee c == 7) ы e us 
Company. 
City. State. 


OTHER PRODUCTS: AW Algrip, Abrasive Floor Plate « AW Super-Diamond 
Floor Plate + Billets • Plates e Sheets (Alloy and Special Grades). 


(fou Finer The Product 
Caw), For The Finest Finish 
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agency, clearing out the portfolios of 
lending institutions and permitting them 
to do more business: 


Title I, Sec. 8, rural home loans; 

Title П 203 (b) 2 D, urban low priced 
new home loans; 

Title IT 207, rental housing loans; 

Title II 213, cooperative loans; 

Title VI 608, rental housing loans; 

Title VIII 803, military housing 
loans; 

Title VI 611, loans to large-scale 
builders; 

Title VI 610, loans on purchase of 
public housing, and 

Veterans Administration guaranteed 
loans of less than $10,000 per dwelling 
unit. 


The ratio of guarantee on GI home 
loans would be increased from 50 per 
cent to 60 per cent and the amount 
raised from $4000 to $7500 with the 
loan term extended from 25 to 30 years. 
Builders and lenders both balked at the 
idea of repealing the combination FHA- 
VA guaranteed loan but the Spence 
measure as well as the stronger Spark- 
man amendments would do away with 
these benefits. The Senate version would 
repeal them immediately but the Spence 
bill cuts them off after 180 days follow- 
ing passage of the Act. 

All GI financed housing built after 
Nov. 1, 1949, would have to conform to 
VA's minimum construction standards. 


WITH THE A.LA. 
New York Chapter Officers 


Officers for the coming year were 
elected at the 80th annual business 
lunch of the New York Chapter, A.I.A. 
Chapter president will be Walter H. 
Kilham. Also named to office were: Ben 
John Small, vice president, M. Milton 
Glass, secretary and William. Potter, 
treasurer. 

New members of the executive com- 
mittee are Morris Ketchum, Jr., and 
Robert Allan Jacobs. Continuing mem- 
bers include Harry M. Prince, Daniel 
Schwartzman and Harold R. Sleeper. 
Elected to the professional practice com- 
mittee were Geoffrey Platt, chairman, 
Malcolm С. Duncan and John С. В. 
Moore; to the medal of honor jury: Max 
Abramovitz, William Lescaze, Lorimer 
Rich and Stephen F. Voorhees. The 
committee on fellows to 1952 will include 
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A New ARCHITECTURAL COMPETITION 


Covering One of America’s Most Popular and Rapidly- 


Developing Types of Housing .. The Suburban Apartment 


$5,000 IN CASH AWARDS 


for the Most Interesting and Practical 


new designs for... 


Open to: 


Architects, Designers, Draftsmen and Senior Students. 
Opens October 1, 1949— closes January 15, 1950. Prizes 
awarded March 15, 1950. 


The Problem: 


The expanding popularity of the suburban or garden-type 
of apartment offers a broad and interesting new architectural 
challenge. 


This competition is intended as a source of inspiration 
to architectural designers, and to builders, developers and 
investors in communities which have need for increased 
rental facilities, and who may be encouraged through exam- 
ples of improved design and economy, to undertake more 
construction of this type. 


It is the sponsor's belief that a well-integrated combina- 
tion of the fundamentally low-cost garden-type of structure 
with traditionally low-cost wood construction can provide 
an economical satisfactory answer to many existing housing 
problems. 


It is believed that this competition will serve to demon- 
strate how well architectural grace, beauty and originality 
can be expressed in a multi-family dwelling designed in 
wood. 


ood Garden-Type 


ILDING 


The Prizes: 


Major Awards 


Student Awards 


First Prize .... 
Second Prize 
Third Prize .. 


First Prize .... 
Second Prize . 
Third Prize .. 


Honorable Mention 
7 Awards at $50 each. 


Honorable Mention 
10 Awards at $100 each. 


The Jury of Awards: 


Mn. Georce W. Petticorp, nad А.А. 
Mr. Joun M. Warton, А.1.А... 
Mr. Epwarp R. Carr, Builder.. = 
Professional Advisor: LAWRENCE М. STEVENS, Architect, Washington, D. C. 


....Washington, D. C. 


How to Enter: 


To enter this competition, secure an entrance application form 
and contest rules from the Contest Secretary, Wood Garden Apart- 
ment Design Contest, c/o Timber Engineering Company, 1319 
18th Street, N. W., Washington 6, D. C. Upon receipt of the 
application form properly filled out, the company will send you 
a file of informational data on the use of its products as specified 
in the contest conditions. 


The Sponsor: 


TIMBER ENGINEERING COMPANY 
An Affiliate of 
NATIONAL LUMBER MANUFACTURERS 
ASSOCIATION 
1319 - 18th Street N. W. Washington 6, D. C. 


Approved by the Committee on Competition of the AMERICAN INSTITUTE OF ARCHITECTS 
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|... FOR TERRAZZO, PAINT, SLABS, STUCCO 


for distinctive whiteness... STUCCO 


TS a мМ 


for distinctive, durable Stucco... 


ATLAS WHITE CEMENT 


A crisp white exterior of stucco adds beauty and distinction to any 
building. And when it’s made with a matrix of Atlas White Cement 
(or Atlas White Duraplastic*), the result is a distinctive white finish 
with a durable beauty that smiles at time and weather. 

Such a matrix in white, or in one of an infinite variety of pigment- 
based colors, brings out the full beauty of stucco. It also sets off, 
in contrast or blend, the full color values of pigments used in port- 
land cement paint or of aggregates used in terrazzo and architectural 
concrete slabs. 

Atlas White Cement complies with ASTM and Federal Specifica- 
tions for portland cement. It has the same advantages when used for 
concrete and is used in the same way. Concrete made with Atlas 
White Cement cleans easily. Maintenance costs are low. 

For further information on the uses 
of Atlas White Cement, see SWEET’S 
Catalog, Section 4B/3 and 13C.5, 
or write to Atlas White Bureau, 
Universal Atlas Cement Company 
(United States Steel Corporation Sub- 
sidiary), Chrysler Bldg., New York 


Left wing addition to house 
shown above was built with 
Atlas White Duraplastic 
air-entraining cement. Adds 
new advantages to stucco 
at no extra cost. Provides 
increased plasticity that 
makes application easier; 17, New York. 

insures greater durability; A 

offers stouter resistance to *DURAPLASTIC is the registered trade 
weather. Ask for details. mark of the air-entraining portland 
cement made by the Universal Atlas 
Cement Company. 


` FOR BEAUTY AND UTILITY 


{ 32 # i . fi E YI 
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"THEATRE GUILD ON THE AIR "— Sponsored by U. S. Steel Subsidiaries 
Sunday Evenings—NBC Network 
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Louis Skidmore and Edgar I. Williams 
and William F. Lamb and Clarence Stein 
to 1950 and 1951 respectively (to fill the 
unexpired terms of Ralph Walker and 
Arthur Holden who had resigned be- 
cause of the new office each now holds 
with the national body). 


New England А І.А. Meeting 


The six New England chapters of the 
А Т.А. plan to hold a seminar to discuss 
the proper design of hospitals early in 
December in Boston. The program will 
include topics of interest to the hospital 
consultants, administrators and medical 
personnel as well as to professional archi- 
tects. Speakers will be chosen from 
among leaders in the hospital field and 
will deal with the most up-to-date solu- 
tions to the problems encountered in the 
design of the medium sized general 
hospital. 

The seminar will be held for two days 
and will include special luncheons featur- 
ing speakers of national eminence on 
topics of concern to the development of 
the hospital system in New England. 

The committee in charge of the sem- 
inar includes architects from all six New 
England states: from Massachusetts — 
Charles D. Maginnis, Jr., Sherman 
Morss, Charles G. Loring, Hugh A. 
Stubbins, Jr.; Connecticut — Victor A. 
Frid, Hugh McK. Jones, Jr.; New Hamp- 
shire — Nicholas Isaak, Stewart А. 
Lyford; Rhode Island — James E. 
Walker, Bernt C. V. Zetterstrom; 
Maine — Alonzo J. Harriman, Walter 
S. Lancaster; Vermont — William W. 
Freeman, Kenneth Reid, chairman. 


Five-State Convention 


More than 200 architects from five 
states are expected to attend a conven- 
tion for members of the A.I.A., planned 
by the St. Louis chapter. Members of 
two state associations not affiliated with 
the Institute are also invited to the meet- 
ing which will take place Nov. 18 and 19. 
States which will be represented include 
Nebraska, Kansas, Iowa, Oklahoma and 
Missouri. 


Gift to A.I.A. Chapter 


The Buffalo-Westen New York 
Chapter, A.I.A., has been awarded $2500: 
annually for the establishment of Ed- 
ward H. Moeller scholarships for the 
study of architecture. The money is pari 

(Continued on page 22) 
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«ee HERE'S 


Furnished with either cast iron bolted down 
or brass threaded cleanout cover, easily 
removed for cleaning. Bolted down cover 
is gas tight to prevent escape of sewer gas. 


Bronze, self-cleaning, pointed pivots and 
recessed cone shaped bearings will not 
corrode or stick... are highly sensitive. 


Side-swing flap opens wide to allow 
full waterway up to size of pipe 

for which it was designed. Equipped 
@ with stop to prevent flap opening 


Flap is normally open to allow con- 
_/ tinuous circulation, adjustable to 
ө closed seat type when desired. 


Disc revolves, elimi- 

nating uneven wear, 

and is cleaned with 
Q each discharge of 
water, 


Flap closes with 
slightest backflow, 
| preventing entry of 
backwater into 
at /edrain lines. 


There'll be MUD in the basement of the finest home, store or building you plan... 
unless you provide proper backwater control. If the sewerage facilities of the commu- 
nity are not adequate to carry off the deluge of heavy rains and thaws, the water in 
the sewers will back up through drain lines and basement floor drains into the base- 
ment. Equipment and material stored in the basement will become water soaked — 
expensive repair and cleaning bills will result. 


Guard against this ever happening to your homes or buildings by including a Josam 
Backwater Sewer Valve in every specification. It is positive-acting, trouble-proof, 
easy to install and the cost is so little compared witn the protection it provides! 


Send coupon for specifications, installation details, sizes and other helpful information! 


oN af 
S дї - Main Sales Offices, Josam Building, Cleveland 13, Ohio 
4! lie Manufacturing Division— Michigan City, Indiana 


` OF THE WORLD 
N 


Representatives In All Principal Cities 
JOSAM-PACIFIC CO., San Francisco, Cal., West Coast Dstbrs. 
JOSAM CANADA LTD., Toronto, Ont., Canadian Dstbrs. 


ТШ ИШИП 


See cur Catalog in Sweets’ Member of the Producer's Council 
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ТЛ JOSAM MANUFACTURING COMPANY) ^ rui our лмо man THIS соором- торат: 


Јоѕат Mfg. Со., 302 Јоѕат Bldg., Cleveland 13, Ohio 

Please send me free folder оп “Backwater Control” 
NAME 
FIRM 
ADDRESS 
CITY and STATE 
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(Continued from page 20) 


of a fund of nearly $325,000 left in trust 
to the Buffalo Foundation by the late 
Col. Edward H. Moeller, Buffalo archi- 
tect who died in 1948. The gift was 
entrusted to the foundation for the 
establishment of scholarships. The first 
allocations of funds have gone also to the 
Albright Art School, the Studio Theater 
and the Community Music School of 
Buffalo. 


CHARLES RIVER BASIN PLANS 


Construction of new recreational 
areas on the shores of the Charles River 
Basin is planned by the State of Massa- 
chusetts to replace those which will be 
lost with the building of the new Es- 
planade Highway, as directed by a re- 
cent act of the Commonwealth legisla- 
ture. 

The proposed replacements, which 
were formulated after a conference be- 
tween Gov. Paul A. Dever, Commis- 
sioner William T. Morrissey, of the 
Metropolitan District Commission, and 
Arthur A. and Sidney N. Shurcliff, land- 
scape architects, include a new Charles- 
bank center for the West End, complete 
with swimming pool and athletic fields; 
a canoeway for small boats; a new boat 
and skate house to replace those being 
razed for the highway and changes to 
the shore line between Harvard and 
Boston University bridges to provide 
over five acres of new park land. In 
addition 11 pedestrian overpasses over 

(Continued on page 154) 
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THE COMPACT MIDGET SIZE PLUGIN BUSDUCT 


The PLUG-IN convenience, flexibility and efficiency of Plugin 
Busduct is now available in midget size . . . 50 Amp., feeder 
50 AMP., 240 VOLT capacity ... for equipment requiring connections for 12 to 3 HP 
MAXIMUM FEEDER motors, 240 volts or less AC or DC... 7% HP maximum, with 


dual element fuses. 
CAPACITY, AND POWER PLUGIN provides convenient plugin outlets all 


Designed jor 


Vo to 3 HP MOTORS along the line. Approved by Underwriters' Laboratories, the duct 
is made in 5-foot and 10-foot sections with plugin outlets every 
(7% HP MAXIMUM WITH 20 inches... additional outlets on special order. Special lengths 


are available for application on production benches and machines. 
Midget PLUGIN UNITS, fitted with standard 30 Amp. capac- 


ity fuse connections, serve as excellent disconnect devices for the 
power feeder to the motor . . . permitting production machines 
to be moved in or out of the production line without slowing 
down or delaying plant production. 


POWER PLUGIN's midget size (3 inches wide by 2 inches 
deep) provides a new flexibility in power distribution for even 
greater production efficiency. 


DUAL-ELEMENT FUSES) 


You'll find much more information in our new Bulletin No. 
703. We will gladly send it to you. 


Funk (аат Glectric Co. 


ST. LOUIS 13, MISSOURI 


Makers of SUSDUCT + PANELBOARDS + SWITCHBOARDS © SERVICE 
EQUIPMENT * SAFETY SWITCHES • LOAD CENTERS * QUIKHETER 
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There’s more to it than good looks 


| Fabricated and erected by the 
| Insulated Building Division of 
| The Austin Company, Cleveland. 


Even a close-up look at a Fenestra* Hollow Metal Door wouldn’t reveal 
the fact that it saves money. It’s neat and well-proportioned. Smoothly 
finished. 


Sturdy, too... ready to take punishment without looking chewed and Standard entrance door, ovail- 
able with standard lock or with 


marred. Fenestra Doors can’t warp or swell . . . always swing easily. And push-and-pull bars, as illustrated: 
they’re packed with insulation for quiet performance. 
What keeps costs down? Standardization, for one thing. A system of e 
stock sizes permits design flexibility, yet gives you the benefits of mass 
production. For example, one stock door can be used either right or left Standard swing and slide door, 


available with choice of hard- 


swing, swing-in or swing-out, with either metal or glass panel. You get ware. wi mend ar olas panel 


selection. We get longer production runs to keep costs down. 

Savings on installation add up to a tidy sum. Fenestra Metal Doors 
come to the job complete with frames and hardware that are pre-sized 
for each other—for quick assembly. All mortising, drilling, tapping and 
prime-painting are done at the factory. 

IMMEDIATE DELIVERY. Fenestra Doors, including those with Under- 
writers B Label, can be delivered from local stocks. Each will reach the 
job carefully wrapped to protect the finish. Call your Fenestra Representa- 
tive (listed in your phone book), see Sweet's Architectural File (Section 
15 a/7), or write to Detroit Steel Products Company, Dept. AR-10, 2252 
East Grand Blvd., Detroit 11, Michigan. "Trademark 


Fenestra qao sow wm 
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GENERAL СЭ ELECTRIC 
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: TABLE TOPS 


H.« and restaurant men find General Electric 
Textolite plastics surfacing material ideal for table 
tops in both kitchen and dining rooms. This tough 
plastics surfacing stands up well as a utility surface 
in the kitchen. At the same time, its beauty (and there 
is a wide choice of handsome, exclusive patterns) 
matches and enhances the decor of dining rooms. 
Customers like G-E Textolite's velvet, glare-free 
finish; employees like its easy-to-clean surface; man- 
agement likes it because it reduces decorating and 
maintenance costs. 

Architects can capitalize upon the wide popularity 
of G-E Textolite plastics surfacing by specifying it 
in their plans; furniture manufacturers will find it 
helps to increase the sales appeal of their products. 


Wou can pil your confidence in- 
ELECTRIC 


GENERAL 


*Reg. U.S. Pat. Off. 
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G-E Textolite may be used any place where good 
looks must stand up under hard wear—table tops, 
counters, desks, bar tops, soda fountains, even walls 
and decorative paneling. 

Find out how this beautiful, tough surfacing mate- 
rial can help you. Write for details to Section 11-10, 
Plastics Division, Chemical Department, General 
Electric Company, Pittsfield, Mass. Or, send the cou- 
pon for a free illustrated booklet which includes a 
pattern sheet of G-E Textolite table top designs in 
full color. 


FREE! General Electric Company, Section 11-10 
Plastics Division, Chemical Department 

SEND FOR Pittsfield, Massachusetts 
ШЗ ВУ [7 Please send me free booklet 
with pattern sheet of G-E Texto- 
lite Top designs. 

[Г] І am interested in a G-E Tex- 
tolite Top installation. Please 
have your representative call me. 


Name 
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Address 
City 1 1 опе 
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State — 1. 


CONSTRUCTION COST INDEXES 


Labor and Materials 


United States average 1926-1929 = 100 


Presented by Clyde Shute, manager, Statistical and Research Division, F. W. Dodge Corporation, from 
data compiled by E. H. Boeckh & Associates, Inc. 


NEW YORK ATLANTA 
Apts., Commercial Apts., Commercial 
Hotels, and Hotels, and 
Office Factory Office Factory 
Residential | Bldgs. Buildings Residential | Bldgs. Buildings 
Brick | Brick Brick Brick | Brick | Brick 
and and апа and and and 
Period Brick Frame | Concr. | Concr. Steel Brick Frame | Сопсг. | Concr. Steel 
1925 121.5 122.8 111.4 113.3 110.3 86.4 85.0 88.6 92.5 83.4 
1930 127.0 126.7 124.1 128.0 123.6 82.1 80.9 84.5 86.1 83.6 
1935 93.8 91.3 104.7 108.5 105.5 72.3 67.9 84.0 87.1 85.1 
1939 123.5 122.4 | 130.7 | 133.4 130.1 86.3 83.1 95.1 97.4 94.7 
1940 126.3 125.1 | 132.2 | 135.1 131.4 91.0 89.0 96.9 | 98.5 97.5 
1941 134.5 135.1 | 135.1 | 137.2 134.5 97.5 96.1 99.9 | 101.4 100.8 
1942 139.1 140.7 | 137.9 | 139.3 137.1 102.8 102.5 | 104.4 | 104.9 105.1 
1943 142.5 144.5 | 140.2 | 141.7 139.0 | 109.2 109.8 | 108.5 | 108.1 108.7 
1944 153.1 154.3 | 149.6 | 152.6 149.6 | 123.2 124.5 | 117.3 | 117.2 118.2 
1945 160.5 161.7 | 156.3 | 158.0 155.4 | 132.1 133.9 | 123.2 | 122.8 123.3 
1946 181.8 182.4 | 177.2 | 179.0 174.8 | 148.1 149.2 | 136.8 | 136.4 135.1 
1947 219.3 222.0 | 207.6 | 207.5 203.8 180.4 184.0 | 158.1 | 157.1 158.0 
Мау 1949 | 241.2 238.2 | 242.3 | 245.3 238.9 | 194.8 193.9 | 186.8 | 187.9 180.5 
June 1949 | 238.7 235.1 | 241.4 | 244.7 238.0 | 192.0 192.7 | 185.2 | 186.6 179.1 
July 1949 | 236.6 232.9 | 240.4 | 243.9 237.0 | 183.6 183.5 | 177.5 | 178.0 174.3 
96 increase over 1939 9 increase over 1939 
July 1949| 91.9 90.3 | 83.9 | 82.8 82.2 112.7 120.8 | 86.6 | 82.8 84.1 
| re |) 
ST. LOUIS SAN FRANCISCO 
1925 118.4 | 116.3 | 118.1 114.4 91.0 86.5 99.5 | 102.1 
1930 108.3 | 112.4 | 115.3 111.3 90.8 86.8 | 100.4 | 104.9 
1935 90.1 | 104.1 | 108.3 105.4 89.5 84.5 96.4 | 103.7 
1939 110.2 107.0 | 118.7 | 119.8 119.0 105.6 99.3 | 117.4 | 121.9 116.5 
1940 112.6 110.1 | 119.3 | 120.3 119.4 106.4 101.2 | 116.3 | 120.1 115.5 
1941 118.8 118.0 | 121.2 | 121.7 122.2 116.3 112.9 | 120.5 | 123.4 124.3 
1942 124.5 123.3 | 126.9 | 128.6 126.9 123.6 120.1 | 127.5 | 129.3 130.8 
1943 128.2 126.4 | 131.2 | 133.3 130.3 131.3 127.7 | 133.2 | 136.6 136.3 
1944 138.4 138.4 | 135.7 | 136.7 136.6 139.4 137.1 | 139.4 | 142.0 142.4 
1945 152.8 152.3 | 146.2 | 148.5 145.6 146.2 144.3 | 144.5 | 146.8 147.9 
1946 167.1 167.4 | 159.1 | 161.1 158.1 159.7 157.5 | 157.9 | 159.3 160.0 
1947 202.4 203.8 | 183.9 | 184.2 184.0 193.1 191.6 | 183.7 | 186.8 186.9 
Мау 1949 | 222.2 222.1 | 211.7 | 213.3 212.6 212.5 207.4 | 212.5 | 217.5 215.9 
June 1949 | 219.2 218.4 | 210.5 | 212.4 211.4 210.8 204.2 | 212.9 | 219.5 215.8 
July 1949 | 215.9 214.5 | 210.3 | 212.3 211.2 | 206.7 199.3 | 211.4 | 218.5 214.2 
9 increase over 1939 96 increase over 1939 
July 1949 | 95.9 100.5 | 77.2 | 77.2 77.5 95.7 100.7 | 80.1 | 79.2 83.9 


The index numbers shown are for 


combined material and labor costs. The 
indexes for each separate type of con- 
struction relate to the United States 
average for 1926-29 for that particular 
type — considered 100. 

Cost comparisons, as percentage dif- 
ferences for any particular type of con- 
struction, are possible between localities, 
or periods of time within the same city, 
by dividing the difference between the 
two index numbers by one of them; i.e.: 
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index for city A = 110 
index for city B = 95 
(both indexes must be for the same type 
of construction). 
Then: costs in A are approximately 16 
per cent higher than in B. 
110-95 
ue 0.158 
Conversely: costs in B are approxi- 
mately 14 per cent lower than in A. 
110-95 
=“ ee 0.136 


Cost comparisons cannot be made be- 
tween different types of construction 
because the index numbers for each type 
relate to a different U. S. average for 
1926-29, 

Material prices and wage rates used in 
the current indexes make no allowance 
for payments in excess of published list 
prices, thus indexes reflect minimum 
costs and not necessarily actual costs. 

These index numbers will appear 
whenever changes are significant. 
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Holophane Engineers show you how to 


Plan Correct Lighting for Every Purpose... 


Authentic Data on your Lighting Problem Available, without charge 


Check off the Literature You Desire, di. 
p--—————————-—— a үүтү 
No. El arcuirexrs (SERIES): ~x 
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Lighting the Madera 
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HOSPITAL LIGHTING 
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HOLOPHANE COMPANY, Inc. 


Lighting Authorities Since 1898 » 342 MADISON AVENUE, NEW YORK 17, N.Y. 
THE HOLOPHANE COMPANY, LTD., THE QUEENSWAY, TORONTO 14, ONTARIO 


on E 
з eee ee eee ee ee ee ee ee ee ee ee ee ee ee ee ee ee 


(a) Bank Lighting ... C (h) Drafting Room Lighting...) 
(b) Illumination Levels ........ [] (0 Lighting and Safety .....[ 
(c) Surgery Lighting ............ Г] (i) Industrial Relighting ....[ ] 
(d) Lighting Economics Г] (0 НІВАХ" Lighting O 
(él Light Tor Leora (I) Small-Store Lighting ........[_] 
e) Light for Learning ..........[_] in) Swe Dies Wark wf 
(f) ILLUMINEERING* ............ LJ (n) Airport. Lighting „1 
(g) Blackboard Lighting ........[.] (o) Broadcasting Studio ........ oO 
NO. Ё ENGINEERING DATA SHEETS (SERIES): 

(a) Lighting Design ................ L] (p) Asymmetric Incandescent [C] 
(b) Commercial Direct ............ C (ч) Flush incandescent Round [ ] 


(c) General Utility Direct ...[ ] (r) Flush Incan. Sq. No-Box..[ ] 
(d) Commercial Indirect ........ 7 (5) Round Recessed Drop-Trim [ ] 
(e) Commercial Semi-Indirect [ ] (1) Flush Incandescent For 


(f) Industrial LOBAY* ........ o Acoustical, Ceilings С] 
(0) Industrial HIBAY Г (v) Medical Examination .....[ ] 


v) Major Surgery Systems .... 
(h) Industrial Utility .. 9 a gery Systems C] 

(м) Minor Surgery Systems ....[] 
(i) LOBAY Mercury .. 


; : | (x) Night Lights oe) 
(i) Vapor tight-Dust tight... ү, Ward Lights (Indirect) ..[7] 


(К) Test-Cell Lighting ............ L1 (2) Psychiatric Lights JL] 

(I) Spray-Booth Lighting .....[ ] (оа) Bed Lights „a O 

(m) Flush Incandescent (bb) Dust-tight Fluorescent... ] 
Intensive ........................ LI 


(cc) Industrial Fluorescent ....[ ] 


(n) Counterlites ......................] (dd) Combination Incandes- 
(o) Flush Incan. Focusing ......[_] cent Fluorescent ............ Г] 


мо. ENGINEERING FOLDERS: 


(a) Recessed HOLOFLUX* (Fluorescent) ....................... LJ] 

(b) Surface-Attached HOLOFLUX (Fluorescent) ............ f] 

NO. Ш Aarcuitect’s GUIDE TO HOSPITAL LIGHTING ............ oO 
В ч, LIGHTING DESIGN WITH CONTROLENS* ..[ ] 
n LIGHTING OF SWITCHBOARDS ................................ IN 
|7 з LIGHTING OF GENERATING AND SUB-STATIONS..[ ] 
KB LIGHTING FOR EDUCATION sss D 
a LIGHTING THE MODERN JEWELRY STORE .................... Г] 
[Т] ноорнане CONTROLLED LIGHTING woe oO 
Wl cat cutux+—tiiumination Levels Indicator .................. Li 


BEB Т SPECIFIC FOR RAILROADS .... 
BEM но: онам OFFERS ILLUMINEERING .. 
Е но:орнане DATALOG*—GENERAL CATALOG ............) 
[15 | ANY OTHER LIGHTING SUBJECT THAT COMES TO MIND— 


ИШ; inc. дынын нб нона DER нй UE 


HOLOPHANE COMPANY, INC. Dept. A 
342 Madison Avenue, New York City 


Send literature checked above, without charge, to: 


с. concn Г f 
*Reg. U. S. Pat. Off. 
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ARCHITECTURE FOR TODAY 


Architecture and the Spirit of Man. By 
Joseph Hudnut. Harvard University Press 
(Cambridge 38, Mass.), 1949. 5% by 84 in. 
302 pp. $4.50. 


“Since beauty in architecture consists 
of a harmony between the individual self 
and the qualities of buildings it follows 
that there could be no building which 
might not at some moment be judged 
beautiful; nor is there any formula, the 
self being so varied, uncertain and elu- 
sive, by which we may predetermine the 
nature of those buildings which fate may 
cover with that sudden and evanescent 
mantle.” 

In that one sentence Dean Hudnut 
sums up the theme of the two dozen 
essays which comprise this volume. 
Most of the papers have appeared in 
print before, a quarter of them in 
AncHITECTURAL Record. All have as 
their central point the need for archi- 
tecture to express the spirit of its time, 
to be contemporary їп а very literal sense. 

Dean Hudnut develops his theme for 
various types of building — university, 
church, house, hospital, etc. — finding 
in each type the human element playing 
its persistent part. With his usual whim- 
sical humor he points up the sentimental 
reasons for style carry-overs such as the 
dormer window and the purely orna- 
mental shutter. He can find no excuse 
at all for the dormer, but the shuttered 
window he considers "somewhat more 
practical since it provides the chink 
through which one may aim an arrow 
at a prowling Indian, should one appear 
on the lawns of Wellesley Hills or New- 
ton Upper Falls; and yet the money 
spent each year in Boston for shutters 
which are never closed, plus the cost of 
keeping last year’s shutters bright with 
paint — green, orange, or Williamsburg 
blue — would, if invested with the 
Shawmut National Bank at 134%, pro- 
vide annual scholarships for 743 stu- 
dents at the Pawtucket Genealogical 
Seminary.” 
~ Progressing from consideration of 
buildings and building types, Dean 
Hudnut, in the second half of his book, 
takes a long and penetrating look at the 
city as it is today and as it could be 
tomorrow. Unlike most planners, the 
Dean presents no brief for decentraliza- 
tion. "We are held in the city," he says, 
“neither by pleasure nor by economic 
necessity but by a hunger which tran- 
scends both practical and sensuous ex- 
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perience, a hunger seldom revealed by 
appearances, seldom acknowledged in 
our consciousness. We are held in the 
city by our need of a collective life; by 
our need of belonging and sharing; by 
our need of that direction and frame 
which our individual lives gain from a 
larger life lived together." Closely inte- 
grated neighborhoods, self-sufficient and 
friendly, independent and yet a part of 
the whole, he thinks, should be our goal. 
And for the same reason he “would re- 
turn the housing project to the streets of 
the city . . . and to the city’s institu- 
tions,” placing at its center church, 
theater and school, and making of it a 
neighborhood instead of an isolated and 
enclosed group of residential units quite 
apart from the life of the city. 

This is a thought-provoking book, one 
which will appeal to student and lay- 
man almost as much as it will to archi- 
tect and city planner. Dean Hudnut’s 
philosophy of architecture is contagious, 
particularly when it is presented, as it 
always is, in delightful prose sparked 
generously with humor and a dry insight 
into human nature. 


THAT MAN, THE ARCHITECT 


How to Live with Your Architect. By Victor 
Gruen, A.I.A. Store Modernization Insti- 
tute (40 E. 49th St., New York 17, N. Y.), 
1949. 514 by 814 in. 32 pp., illus. $1.50. 


In its own whimsical way, this small 
booklet is a classic. As its title implies, 
it is written to explain to the general 
public just what it is an architect does 
for his client, and how he does it. Actu- 
ally, of course, there should be no need 
for such an explanation any more than 
there should be for the functions of the 
doctor, lawyer or any other professional 
man. And that is exactly the premise on 
which Mr. Gruen has based his argu- 
ment. “The architect is a professional 
man like the physician or the lawyer," 
he says. "Like they — he had to go 
through many years of study, years 
of apprenticeship, examinations — until 
the big day came when he became an 
architect. Still, his clients don't quite 
see him the same way they see their 
doctor. They would never dream of 
directing their physician as to how, ex- 
actly, they would like to have their 
appendix removed. . . ." 

Knowing that a paragraph such as the 
one just quoted never would be read if 
it were presented as straight text, Mr. 
Gruen has made this primarily a book 


of drawings, with his entire text run as 
short captions. He used seven drawings, 
for example, to get those four sentences 
across. The drawings are clever and eye- 
catching; half a dozen of the more 
provocative of them have been used to 
excellent effect on the front cover to lure 
the unsuspecting client into a perusal of 
the volume. Nor is the client the only 
one to whom the drawings will appeal — 
the architect will chickle delightedly at 
them. Maybe Mr. Gruen some day will 
give the client a reciprocating chuckle 
by producing a similar treatise entitled 
“How to Live with Your Client.” 


A LOOK AT PUBLIC HOUSING 


Large-Scale Housing in New York: Mono- 
graph No. 1, The Significance of the Work 
of the New York City Housing Authority. 
By the Committee on Housing, New York 
Chapter, American Institute of Architects. 
N. Y. Chapter, A.J.A. (115 E. 40th St., 
New York 16, №. Y.), 1949. 816 by 11 in. 
130 pp., illus. $2.50. 


The recommendations and analyses 
presented here by the Housing Com- 
mittee of the New York Chapter, A.T.A., 
are the result of the committee's two 
years of study of large-scale housing in 
New York City, with emphasis on the 
work of the Housing Authority. The re- 
port is not concerned, happily, with the 
eternal arguments about the wisdom 
of public housing, but, as committee 
chairman Arthur C. Holden states in 
his letter of transmittal, has been lim- 
ited in scope “to an evaluation of the 
accomplishments of the Authority solely 
on the basis of the living quarters 
provided." 

What the committee wanted to find 
out was how well public housing is 
satisfying the physical needs of family 
living and how well large-scale housing 
is satisfying the needs of community 
living. As a result of its study, Mr. 
Holden says, the committee "is con- 
vinced that public housing cannot be 
carried on indefinitely under the existing 
policies of governmental expenditure 
and subsidy. For this reason it recom- 
mends that architects support a move- 
ment for searching investigation directed 
towards developing an improved tech- 
nique of long term credit, investment 
and banking." 

On the whole, the committee is well 
pleased with the standards set by the 
New York Housing Authority. The 
Authority, the report states, has set 
standards “which have begun to create 
an understanding on the part of the 
public of the better type of city living 
that is made possible by coordinated, 

(Continued on page 30) 
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Your client knows that today’s profits go to those who 
provide a pleasant selling environment. He relies 
heavily on your ability to create an effective 
selling atmosphere. 


Carpeting is a most important factor in creating a 
desirable setting. That's why we suggest 
you consult your local Alexander Smith-Masland carpet contractor. He has a tremendous range 
of carpet weaves, qualities and colors for you to 
choose from . . . dozens of unique services to offer 
you... years of experience to help you solve your installation problems quickly and economically. 


Contact your local Alexander Smith- 
Masland contractor today, or write to 
Alexander Smith-Mosland Contract Department, 
295 Fifth Avenue, New York City. 


Reception Rooms 


Theatre Lobbies 


Show Rooms 


and carpet 


is our business 


Alexander Smith 
and 


C.H.Masland 


CONTRACT CARPETS 
295 FIFTH AVENUE, N. Y. 16, N. Y., 


Retail Stores 


Business Offices 
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SHOWERS 
Here is your answer to the insistent demand for more bathroom facili- 
ties in homes of every size and price class. Leakproof Weisway Cabinet 
Showers are available in models suitable for finest master bathrooms 
or a modest basement clean-up room. All are precision-built of service- 
tested materials to the high quality standard Weisway has maintained 
since introducing and pioneering the cabinet shower 27 years ago! 
Rigid metal construction with beautiful and durable baked enamel 


finish on bonderized, galvanized surface. Foot-grip, No-slip floor of 
textured vitreous porcelain enamel is safe and sanitary. 


Protect your reputation — assure your clients’ satisfaction — specify 
Weisway Quality Cabinet Showers. Write today for specification details. 


HENRY WEIS MFG. CO., INC., 1003 WEISWAY BLDG., ELKHART, IND. 
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(Continued from page 28) 


large-scale design." Where the Authority 
has been weak, in the committee's opin- 
ion, is in realizing esthetic possibilities 
(it has set a “bad example of barrenness 
and barracks-lihe appearance," the re- 
port says), in providing community 
centers and social rooms of desirable 
standards, and in coordinating its 
projects with the planning of the city 
as a whole. 

This report deserves, and undoubtedly 
will receive, careful study on the part 
of architects engaged in large-scale 
housing design. Its analyses are well 
presented and backed up by numerous 
photos, plans and site plans. Its con- 
clusions are grouped for convenient 
reference. And its usefulness is aug- 
mented by two appendices, one sum- 
marizing 12 reports on public housing, 
the other indexing the New York Hous- 
ing Authority projects and listing for 
each the architects and their associ- 
ates. 


DESIGNS FROM CANADA 


Canadian Designs for Everyday Use. The 
National Gallery of Canada (Ottawa), 1949. 
81% by 11 in. 52 pp., illus. 50 cents. 


Industrial design in Canada undoubt- 
edly has been stimulated by the Design 
Index established two years ago by the 
National Gallery of Canada. The index 
is qualitative and photographic, and in- 
cludes only those items specifically se- 
lected for it by a committee of designers 
and architects. From the indexed items 
the Gallery now has taken a representa- 
tive group which it here presents in 
catalog form. 

American designers and architects will 
find this selection of Canadian design of 
real interest. In many instances, as 
would be expected, the items bear a 
distinct family resemblance to similar 
objects of American design; in others the 
British strain predominates. In all, how- 
ever, there is a directness and simplicity 
which is definitely pleasing. 

The items indexed by the Gallery were 
chosen only if they met certain rigid re- 
quirements which included: suitability 
of form to function; maximum sim- 
plicity of design; elimination of mean- 
ingless ornament; mechanical efficiency; 
durability and safety. Only original 
Canadian designs were considered — 
i.e., designs originated completely in 
Canada, by Canadians. 
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А Мг. R. F. Hicks, Pres. 
The Hicks Chevrolet Inc., 
Towson 4, Maryland. 


* This is one of many recent automobile showroom installations. 


Metlwal <ye-appeal puts more 
Buy-appect in any business! 


HETHER it’s shoes, shirts or warehouse stock. And Martin-Parry's Меса! specifications, drawings and 
sedans your clients are selling modern production facilities, in our installation photographs. See how 


. . . Metlwal Partitions and Panel- 
ing provide a smart, good-looking 
sales setting that helps put custom- 
ers in a buying mood! Metlwals 
alone combine rich beauty, easy 
maintenance and rapid installation. 
Factory-finished in distinctive wood 
grain reproductions, or baked en- 
amel, they will not reflect harsh, 
metallic light will not chip, 
crack, craze or rust. 


Metlwals are installed easily and 
quickly by erection crews. All parts 
and panels can be cut to fit on the 
job. No need for plaster in new con- 
struction. No filler boards or patch- 
work. Only a few standard parts from 


huge Toledo plant, insure uniform, 
interchangeable panels ... . long- 
wearing installations that hold 
maintenance costs to a new low! 


WRITE TODAY for your free copy 
of our latest catalog, A10, containing 


Metlwal can help you 
plan beautiful interi- 
ors for offices, fac- 
tories, sales rooms and 
institutions. Address: 
Martin-Parry Corpo- 
ration, Toledo 1, Ohio. 


MRRTIN PRRRY ALL-FLUSH 
и PANELING 
| MOVABLE 

= PARTITIONS 


IM y ENGINEERING AND ERECTING SERVICE AND 


PRODUCTS WAREHOUSE STOCKS FROM COAST-TO-COAST 


WHEN YOU GET THE EXTRAS... 


You get a lot of top quality when you install Von Duprin drop- 
forged devices. 
You get the utmost in safe, sure exit... . And operation incom- 
parably smooth and quick. . . . And the beauty of precision 
forgings, which add character and distinction to the doors. . . . 
Plus durability almost beyond belief. 
All of that comes at no extra cost. It, literally, costs nothing, 
for the Von Duprins' freedom from maintenance expense soon 
balances the higher first cost. They deliver the safest, surest 
means of exit at the lowest over-all annual cost . . . and the 
very real satisfaction of having these superb devices on the 
doors is thrown in. 

VON DUPRIN DIVISION 
VONNEGUT HARDWARE CO., INDIANAPOLIS 9, INDIANA 
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FOR FREE! 
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FOR A 


Clay tile gives you limitless flexibility in setting the stage for modern 
ideas, modern living. And only clay tile provides the efficiency, the 
beauty, the economy that today’s homemakers are looking for. 
Today, there is no need to accept substitutes—genuine clay tile is 
available—with all these advantages: 

Easy to clean and keep clean because clay tile never needs wax- 
ing. polishing or refinishing. 

Colors won't fade or darken because clay tile's beauty is fired-in 
to resist water, acid and stains. 
The Tile Council of America was formed in 
January, 1945, to provide a central source of 
information about clay floor and wall tile. and 
to sponsor research and development projects 


designed to increase the usefulness of clay tile 
in all types of private and public building. 


THE MODERN STYLE IS CLAY TILE 


jaime of (Sealy 


AND CONVENIENCE, LOOK TO... 


Efficient because tile keeps its spic-and-span appearance despite 


hard wear. Water rolls off without leaving stubborn, streaky 
blemishes. 

Long-range economy because there are no recurring charges for 
maintenance or replacement. Only clay tile can insure this lifetime 
of loveliness. 

For specific information regarding types, sizes and colors, see 
Sweets Architectural or A-E-C File. THE TILE COUNCIL OF 
AMERICA, Room 3401: 10 East 40th Street, New York 16. New 
York. Room 433: 727 West Seventh Street, Los Angeles, California 


PARTICIPATING COMPANIES: American Encaustic Tiling Company Inc. * Architectura. Tiling Company, Inc. • 
Atlantic Tile Manufacturing Company  * 
Company • Carlyle Tile Company + General Tile Corp. + Gladding, McBean & Company + Mosaic Tile Co • 
Murray Tile Company, Inc. * National Tile & Manufacturing Company * Olean Tile Company + Pacific Clay 
Products + Pacific Tile and Porcelain Co. * Pomona Tile Manufacturing Company * Robertson Manufacturing 
Company +The Sparta Ceramic Company * Summitville Face Brick Company» United States Quarry Tile Company 


B. Mifflin Hood Company + Cambridge Tile Manufacturing 


K-3250-A—Kohler 
Flambeau Octagonal 
Enameled Wash Sink, 
for bottom supply and 
vent. Specify K-3252-A 
for overhead connection. 
Four unit powdered 
soap dispensers shown 
with brackets available. 


KOHLER 


FLAMBEAU 
Enameled 


WASH SINKS 


with outstanding practical 


. : The following features will give anextra measure of satis- 
fea tures fo r your in d ustria І faction to your clients who plan industrial washrooms. 


spec i f ica tio ns The Kohler Flambeau Enameled Wash Sinks accom- 


modate several persons at one time, with a separate 
faucet with sprayer for each. When installed in a locker 
room, a series of these wash sinks can be saving of both 
space and water. The glass-like, non-porous, acid-re- 
sisting, enameled surfaces assure the utmost in sanita- 
tion with a minimum of maintenance—at the same 
time providing a good-looking installation. 

A temperature control valve mixes hot and cold 
water to the temperature desired. The sprayer on each 
faucet sends water directly down into the basin, and 
will not spray over the sides if pressure is increased. 
Faucets are designed to conserve water while providing 
a generous supply for the user. Each faucet has a lever 
to regulate the volume of water. 

Kohler Co., Dept. 16-H, Kohler, Wis. Established 1873. 


KOHLER or KOHLER 


PLUMBING FIXTURES - HEATING EQUIPMENT - ELECTRIC PLANTS 
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Its a two-acre roof 
„and its copper! 


It's a roof worthy of Philadelphia's famous Convention Hall. 
It's made of 90,000 square feet of ANACONDA Sheet Copper. 


Its design for the first time incorporated the new principle of 
using cold-rolled copper for all soldered work—in gages 

and forms appropriate to the nature and scale of the job. 

For cold-rolled copper provides greater stiffness to 

resist buckling and thus can transfer stresses to the expansion 
battens and slip joints. 


ANACONDA Sheet Copper has stood the test of time. It’s 

the roofing metal of first choice for appearance, low 
maintenance and resistance to corrosion. Let our Technical 
Department help you with any roofing or sheet metal 
problems involving copper or its alloys. Just write to 

The American Brass Company, Waterbury 88, Connecticut. 
In Canada: Anaconda American Brass Ltd., New Toronto, Ont. 


4934-A 


Flat-locked soldered seams 
Section of Philadelphia Convention Hall 20-07. cold-rolled copper roofing squares 


roof showing batten seam construction on side 
and flat-lock roofing squares on crown. 


Asphalt-saturated felt 
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Proof that you can't 
“FIREPROOF” a building 


A BUILDING may be termed ‘‘fireproof”’ if it is constructed of brick, 
concrete and steel. Yet, filled with furniture, supplies and other 
flammable materials, it may become a gigantic '"firebox", as the one 
illustrated above. Building and contents both may be gutted, even 
completely destroyed. ; 


There is one sure way to protect a building and its contents against 
fire . . . a Grinnell Automatic Sprinkler System—the only type of 
protection that will control fire quickly, effectively, at the source, 
whenever and wherever it strikes. 


Your client will be paying for Grinnell Protection even if his 
building is unsprinklered . . . through higher insurance premiums. 
Show him the advantages of spending his money for full protection 
rather than for partial compensation. A Grinnell engineer will be glad 
to give you any facts or other assistance. Grinnell Company, Inc., 
Providence, R. I. Branches in principal cities. 


GRINNELL 


PROTECTION SY STEMS 
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GRINNELL 
Fire Protection 
Installations 


^ Office designed by Donald Desky 
using the new, inconspicuous Grinnell 
Quartzoid Ceiling Sprinklers. This is a 
Wet-Pipe Sprinkler System used where 
temperatures remain above freezing. Dry- 
Pipe Systems are installed in unheated 
buildings. Simplex Dry-Pipe Systems are 
used where fire hazards are light and 
water supply is limited. 


^ Every room in the Georgian Terrace 
Hotel, Atlanta, is protected with Grinnell 
Side Wall Sprinklers of the Quartzoid 
Bulb type. Grinnell Sprinkler Heads are 
of two basic types . . . the Duraspeed 
Solder Type and the Quartzoid Bulb 
Type. The latter outclasses all other 
sprinklers in durability and speed of 
operation, and is particularly attractive 
in appearance. 


agn- sogni 


^ This airplane repair shop is pro- 
tected by the Grinnell MULTITROL System, 
which employs a release device actuated 
by the ràte of rise of the temperature, 
rather than by the degree of tempera- 
ture. This is one of several Grinnell Fire 
Protection Systems for special conditions 
and hazards. 


ARCHITECTURAL RECORD 


you сам BE SURE.. iF i75 


IN THE 
SMALL SHOP 


/ IN THE 
~ LARGE MILL 


IN COMMERCIAL 
| у BUILDINGS 


brings full Bn anywhere 


From the small machine shop, using only 20 or 30 
feet of duct, to giant plants employing over 15,000 
feet, bus duct makes a distinct improvement in second- 
ary power distribution. 

Automotive plants; metalworking shops; steel and 
textile mills; food processing plants; department 
stores; office buildings; these are only a few of the 
thousands of places enjoying bus duct’s low-cost 
installation, reduced maintenance and availability of 
power where needed. 

Operations can be expanded at any time without 
expensive rewiring and with minimum expenditure 
of time and labor. 
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Experienced Westinghouse field engineers are avail- 
able to help plan your secondary power distribution 
system. For full particulars, phone your nearest 
Westinghouse office or write Westinghouse Electric 


Corporation, P. O. Box 868, Pittsburgh 30, Penna, 
J-30009 


Westinghouse 
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Kimberly-Clark announces»a great new insulation! 


New Kimsul 


reflects heat... 
shuts out condensation! 


Now-—from the research laboratories of Kimberly-Clark Corpor- 
ation—comes a great new KIMSUL*. 


An insulation combining the principles of heat-reflection and 
heat-resistance—the most effective barrier to heat loss ever de- 
vised. An insulation made far easier to handle...far easier to 
install. An insulation with reflective vaporseal cover . . . meeting all 
FHA requirements. 


We sincerely believe this new KIMSUL to be the finest insula- 
tion ever made. And you'll agree... when you see the handsome 
aluminum foil cover... many-layer stitched blanket ...the tough 
reflective tacking flanges...the smaller package and lighter 
weight... of this great new KIMSUL. For it also provides the 
same high thermal efficiency and the many original advantages 
that made KIMSUL America's fastest-selling blanket insulation. 


Contact your dealer today for full information about the new 
Reflective KIMSUL. If he does not handle KIMSUL, write directly 
to Kimberly-Clark Corporation. 


Look at all these features! 


Reflective aluminum vaporseal 
Tough reflective tacking flanges 
Smaller package—lighter weight 
Compressed to save 80% on handling 
Many-layer stitched design 
Fire-resistant— flexible — caulkable 
Easy to install 

High thermal resistance 

Meets FHA vaporseal requirements 
Non-irritating — non-settling 
Resistant to insects, vermin, mold 
Over-framing compressibility 


Now two types of Kimsul 


eie" i 
||| Ln 
| ste 
NJ) 
Я Neate? 
REGULAR KIMSUL REFLECTIVE KIMSUL 
(Red Package) (Gray Package) 
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NOW 


without 
spectal 
clock 


wirm g 


Every clock in the building or plant showing 

the same uniform time to the second; signals 
ringing in synchronism according to any schedule; 
time recorders and time stamps uniform with 
system time—this is the new IBM Electric Time 
System with ELECTRONIC SELF-REGULATION. 


This is the great advance in time control 

which utilizes electronic principles. Clocks 

are merely connected to the nearest AC current, 
and are self-regulated continuously and 
automatically day after day, year after year, 
WITHOUT SPECIAL CLOCK WIRING. 


The same time on every clock, on every signal, 
on every recorder—a real contribution 

to efficient coordination in your office 
building, school, hospital, plant, or hotel. 


Call your local IBM office today or write to 
the address below for literature on this 


equipment and other IBM electronic business 
machines. 


| IB M | INTERNATIONAL BUSINESS MACHINES CORPORATION 


World Headquarters Building, 590 Madison Avenue, New York 22, New York 
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LOOK FOR THIS NAME 


It identifies aiuminum reflectors made 
extra bright that won't chip, spall, or 
peel. Clean them regularly and they will 
last indefinitely. Leading manvfacturers 
make Alzak reflectors in standard shapes 
and sizes, in specular and diffuse finish. 


АШАК REFL 


Over five foot-candles flood Falls Street in 
Niagara Falls, New York. That's a brilliance 200 
times average moonlight. General Electric lumi- 
naires with Alzak reflectors make this street one 
of the world's brightest. Yet there's a note of 
economy here. Alzak reflectors are efficient . 
have long life . . . save lighting dollars. 

Think of your lighting. Big money goes into 
wire, fixtures and current. Why waste that in- 
vestment with poor reflectors, when Alzak 
reflectors give high lighting efficiency. ALUMINUM 
Company or AMERICA, 1474K Gulf Building, 
Pittsburgh 19, Pennsylvania. 


19 4 @ | 0) | 5 р; Js 


OF ALCOA ALUMINUM manufacturers 
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STEP UP OCCUPANCY 
WITH THE FASTER 
DELIVERY OF 
STANDARDIZED 7 
CATALOGED 
TRUSSES 


// BOWSTRING 
‘ROOF TRUSSES 


These completely standardized, all-welded 
steel trusses have been in universal use for 
the past twenty-five years. They are designed 
to the enigneering standards of the American 
Institute of Steel Construction. Prompt shipment 
on any quantity for any span up to 180 feet. 


G 


\ 


Macomber supplies the complete steel building 
including columns, eave struts, trusses (or 
longspans), purlins and metal decking. 


Investigate both delivery and prices for your 
next School, Gym or Field House jobs; Audi- 
torium, Market or Theatre; Warehouse, Hangar 
or Industrial Building; Sales and Service 
Garage or Storage Building of any kind. De- 
signed for load concentrations when required 
for monorails, etc. WRITE. 


V-BAR JOISTS AND PURLINS • V-STUDS • TRUSSES • LONGSPANS • DECKING 


INCORPORATED 


© 
ЖУУ 
STANDARDIZED @ 


: MACOMBER CANTON, OHIO 
——— ИЙИК (L J IN CANADA, SARNIA BRIDGE CO., LIMITED, SARNIA, ONT. 


CATALOG GIVES COMPLETE IN MEXICO D. F.—MACOMBER DE MEXICO S. A. CEDRO 500 
DESIGN INFORMATION. STANDARDIZED STEEL BUILDING PRODUCTS 
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National Electric 


IPI* BUS is 
EASY o INSTALL 


CH Е СК T H E S E *National Electric's Industrial Plug-In Bus 


is a completely self-contained electrical 


ADDITIONAL ADVANTAGES! distribution system designed for quick, 


simple installation. Insulator bolts extend- 
; ing through the enclosure make suspen- 
У CONVENIENCE — sion from ceiling or walls an easy job. 


National Electric Plug-In Busway can be used Approved by Underwriters’ Laboratories, Inc. 
to bring your present electrical distribution : d 


system up to date, or can be added to existing 
installations. 

Plug-In openings, spaced 15" on center on 
two sides of Busway, permits mounting Plug-In 
Devices every 714". 


4 FLEXIBILITY— "Lo-Loss" Feeder Bus—specifically designed 
Busway can be mounted to permit installation for transmission of curr ent up to 4000 amp * 
of Plug-In Devices with standard 14-20" screws at 600 volts or less. National **Lo-Loss” will 
on either side, or top and bottom. do it economically and efficiently. Light in 

4 ECONOMY— weight—compact in design. Easily installed 


because single bolt contacts are used. 
Complete 100% salvability for alterations, ad- B 


ditions, or relocation. Every foot of distribu- NATIONAL 
tion system is usable. #2 TS [ ELecraic Раооост | 


Let us send you complete information. Write for our catalog "Busways by National Electric." 


| National Electric Products Corporation 


1327 CHAMBER OF COMMERCE BUILDING * PITTSBURGH 19, PA. 
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Insulux Glass Block is combined with clear-vision win- 
dows to bring superior daylighting to this new Standard 
Oil Company (Indiana) research laboratory at Whiting, 
Ind. Insulux (No. 351) bends light rays, directing them 
at ceilings for even distribution throughout the room. 


Archilect: Holabird & Root & Burgee, Chicago. 
Contractor: Gust K. Newberg Construction Co., Chicago. 


Daylighting to laboratory standards: Research 
laboratory standards are unusually exacting — even when 
it comes to daylighting. That's why Insulux Glass Block, 
with its unique advantages, was selected for this job. 


Insulux transmits daylight better, at the same time provid- 
ing insulation. It protects against dust and dirt and permits 
rigid temperature and humidity control. Free from rot, rust 
and corrosion, Insulux Glass Block is easily maintained. IN SY IUD 
GLASS BLOCK © 


AMERICAN STRUCTURAL PRODUCTS COMPANY 
Subsidiary of 
OWENS-ILLINOIS GLASS COMPANY 


For construction details and installation. data, consult 
GLASS section of Sweet's Architectural Catalog, or write 
Dept. F-24, American Structural Products Company, P. O. 
Box 1035, Toledo 1, Ohio. 
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YOU'LL GREATLY PREFER 
BRIXMENT STUCCO, TOO: 


More Brixment is used for brickwork 
than any other masonry cement on the 
market. Literally thousands of architects, 
contractors and bricklayers prefer Brixment 


to any other mortar material. 


Brixment makes better, more economical 
stucco, too. It is more plastic and easier to 


apply. It is used in leaner mixes, hence 


LOUISVILLE CEMENT COMPANY, 
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Incorporated, 


reduces hair-checking and crazing. It is 
stronger, more weatherproof and more per- 
manent than “workable mixes” of portland 


cement and lime. 


Brixment can cut your costs and give you 
better stucco jobs. For proof, please ask your 
dealer (or write us) for a copy of the hand- 


book “Brixment for Stucco and Plaster.” 


LOUISVILLE, KENTUCKY 


Unique beauty of Cemesto in a curtain wall. 
Curtiss-Wright Corp., Louisville, Ky. Architect: 
Albert Kahn Associates, Inc., Detroit, Mich. 


CEMESTO... 


REG. U. S. PAT. OFF. 


U.S. Navy residence building of Cemesto and 
brick masonry built in 1939 at Brooklyn, N. Y. 
Contractor: White Const. Co., New York, N. Y. 


Attractive and economical use of alternate bands 


of glass and Cemesto for power plant at Good- 
year Tire & Rubber Co., Jackson, Mich. 


ЖЕШ MR. T des 


Light steel framing for 53.760 sq. ft. of Cemesto 
for Watson Terminal Warehouse Company, 
Youngstown, Ohio. 
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Modern residence of Berkeley, California. Archi- 
tect: Richard J. Neutra. 


42,000 square feet of Cemesto used for roof deck 
and curtain walls. B. F. Goodrich Co., Marietta, O. 


Celotex Cemesto is first choice for fast, 


permanent, low-cost construction of every kind 


More and more architects are specify- 
ing Cemesto* for insulated. structural 
roof decks, curtain walls, and parti- 
tions of every type. Because the 
unique properties of this amazing 
multi-function monowall material 
make possible important economies in 
design, erection, and maintenance. 


This has been proved by 19 years of 
outstandingly successful use in indus- 
trial, commercial, and residential con- 
struction of all types . . . in all climates 
... all over the world! 


Cemesto is a rigid structural panel 
made of Celotex* cane fibre board to 
which cement-asbestos board is 
bonded on both sides by a moisture- 


proof bituminous adhesive. It has re- 
markable structural strength ... high 
insulation value . . . its cement-asbes- 
tos facings are incombustible and 
weather-resistant. Its hard, durable, 
light-reflecting surfaces provide both 
interior and exterior finish. 


Unless required for decorative pur- 
poses, Cemesto never needs painting 
or maintenance. 


Cemesto panels are quick and easy 
to apply, and can be worked with or- 
dinary hand or power tools. Discover 
how Cemesto can speed construction 
and cut material and labor costs. 
Write today for full technical data 
and application recommendations. 


CELOTEX 


REG U.S. РАТ. OFF 


BUILDING MATERIALS 
THE CELOTEX CORPORATION , CHICAGO 3, ILLINOIS 


Caulking joints between Cemesto panels. Caro- 
lina Asbestos Co., Marshville, N. C. Contractor: 
Interstate Const. Co. Architect: A. G. Ulrey. 


Asphalt roll roofing applied over Cemesto. Pitts- 
field Township School, Washtenaw, Mich. Archi- 
tect: C. Nobel. Contractor: DeKenning Const. 
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John Bandics is a veteran of the ceramics 
industry with 34 years’ experience. As а caster, 
he checks each fixture as it is removed from 
the mold. He carefully sponges the unit, smooth- 
ing the edges and flat surfaces, and looking 
for defects. After inspection, his number, 102, 
is stamped into the fixture and it is ready for 
the drier. 


Vitreous China Gas Boilers 
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Typical steps in the inspection of Richmo 


Enameled Cast Iron Ware 


He looks for trouble 


шлш gs 


Frank Mozolic, After Drier Inspector, has 
been on the job for more than 15 years. With 
brush and testing fluid, he thoroughly inspects 
the units as they emerge from the scientifically- 
controlled drier. He makes sure the fixture has 
not cracked or developed pinholes. When he is 
satisfied, the fixture is glazed and then sent to 
the final step—the kiln. 


RICHMOND 


RICHMOND RADIATOR CO.—AFFILIATE OF REYNOLDS METALS CO. 


a—, 


Oil— Steel 


ie GUSTENHOVE 
S Metuchen, | кең Years of expe- 


9 » D ER. 


nd Vitreous Chinaware 


Winter Air Conditioners 
Gas— Cast iron or steel 


in China! 


wis SPECIALTY. AS 
J. vitreous china 


for pin- 
i :m an eagle eye 
= i y plus а craftsman's 
os chinaware- 


i Richmond fixtures are 
ions. Because of this 


` sh caliber of 


John Rosko, a Final Inspector, has been check- 
ing chinaware for over 10 years. Rosko care- 
fully inspects each unit as it comes out of the 
automatic, continuous-fire kiln. When his de- 
tailed inspection is completed and the fixture 
passes, it is classed as Ist quality ware. His 
inspector's seal and the Richmond guarantee 
are attached. The unit is now ready for shipment. 


SWEET'S FILE 
ARCHITECTURAL 


See your wholesaler or Mail Coupon Today: 


Richmond Radiator Company AR-10 
19 East 47th Street, 
New York 17, N. Y. 


Please send me the latest literature and information on 
the Richmond line of fine plumbing fixtures. No obliga- 
tions, of course. 


Мате........... oovewevcces TO Come ваа каа 
Сотрапу........... “ҮТҮ Т ЛЫ ELEC. . 
Address... ee eee ТТЕ „өзө, 


M. 


The adventures of a Koddíscraft standard thickness face veneer 


Two plywood characters prepare to compete for 
your buying favors. Roddiscrafi's Slim, with his 
standard thickness face veneer, pitted against a 
confident fat-foced number. 


^j 


They're off—through the damp, sweating heat 
of the jungle. Roddiscraft's Slim isn't bothered. 
He exposes only a little moisture-absorbing wood 
outside his waterproof glue line. Fat Face, how- 
ever, is beginning to bloat. 


\ 


Now, a river to swim! Standard thickness Slim 
takes it in stride. His glue line is near the surface, 
and moisture penetration is held to a minimum. Fat 
Face gets across, but his thick veneer is moisture 
swollen and checking. 


For better construction in doors and plywood, Roddiscraft 
makes use of standard thickness face veneers (as opposed 
to Vs" and thicker veneers). Exposure tests made by inde- 
pendent laboratories on all types of plywood construction, 
with face veneers varying in thickness, prove that the check- 


And down the cliff they tumble. Slim bounces 
easily from rock to snag. Roddiscraft's hot press 
bonding permanently binds his face veneer to his 
tough hardwood crossbanding. Fat Face barely 
makes it—and in a shower of splinters. 


The final test—an arid desert to cross. Slim's in 
fine shape. Because his veneer face is thin and 
tight, there's no chance for shrinking or swelling. 
Fat Face, with his thick veneer, is dried out and 
warped, 


The winner—Slim and Roddiscraft's standard 


thickness face veneers. These veneers, 1/28” 
- thick before sanding for most woods, stand up 
better to hard use, heat, humidity and dryness. 


ing pattern on the exposed faces becomes coarser and more 
conspicuous as the thickness increases. That's why it pays to 
specify Roddiscraft standard thickness face veneers every time. 
See Sweet’s Architectural File 15C-8 and Sweet's Builders 
File 36-3A for construction details. 


Cambridge 39, Mass...229 Vassar St. 


Detroit 14, Mich. . 11855 E. Jefferson St. 
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NATIONWIDE iRoddiscraft WAREHOUSE SERVICE 


Charlotte, N. C....... 123 E. 27th St. 
Chicago 32, Ill..... 3865 W. 4lst St. 
Cincinnati 2, Ohio. .457 E. Sixth St. 
Dallas 10, Texas..... 2800 Medill St. 


Kansas City3, Кап. 35-53 Southwest Blvd. 
L. 1. City, N. Y. Review & Greenpoint Ave. 
Los Angeles 11, Calif. . 2860 E. 54th St. 


Louisville 10, Ky...1201-5 S. 15th St. 
Marshfield, Wis... 115 S. Palmetto St. 
Milwaukee 8, Wis...4601 W. State St. 
New York 55, N. Y. 920 E. 149th St. 
Port Newark 5, №. J. ...103 Marsh St. 
Philadelphia, Pa.,Pier5,N.DelawareAve. 
St. Louis, Mo.......4453 Duncan Ave. 
San Antonio, Texas. .727 N. Cnerry St. 
San Francisco 24, Cal. 345 Williams Ave. 


Kodvdiscratt 


RODDIS PLYWOOD CORPORATION 


MARSHFIELD, WISCONSIN 
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MAHON STD. STEEL DECK PLATE 


Available in Galvanized Steel, or Cold Rolled 
Steel with Oven Baked Enamel Finish, in 
18 or 20 Gauge with either 1/2 in. or 2 in. 
Stiffening Ribs 6 in. O.C. Maximum Length 
60 Ft. Plates Can Be Furnished Curved 
fo Fit any Reasonable Constant Radius Arch, 


Electric Range Plant of HOTPOINT, Inc., Chicago, 
117. 500,000 Sq. Ft. of Mahon Steel Deck Provides 
the Light Weight, Permanence, and Firesafety 
Demanded for the Roof Deck of this Plant. Abell- 
Howe Company, Chicago, Ill., Engrs. and Contrs, 


OCTOBER 1949 


у ТЕЕ DECK 


500,000 Sq. Н. of Mahon STEEL DECK Covers 


World's Largest Electric Range Plant! 


The Electric Range Plant of HOTPOINT, Inc., Chicago, Ill., is typical 
of thousands of modern industrial plants throughout the country in 
which Mahon Steel Deck plays the important role of providing built- 
in firesafety and permanence in roof construction. Because of its 
basic design, with straight-sided vertical stiffening ribs free of dust 
collecting ledges, Mahon Steel Deck continues to gain favor with 
architects, builders, and owners everywhere . . . it lends itself to a 
broader range of uses in modern construction. See Sweet's Architec- 
tural and Engineering Files for complete information, specifications, 
and construction details covering Mahon Steel Deck and Mahon In- 
sulated Steel Walls, or write for Catalogs No. B-49-A and В-49-В. 


THE R. C. MAHON COMPANY 
HOME OFFICE and PLANT, Detroit 11, Mich. • WESTERN SALES DIVISION, Chicago 4, 111. 


Representatives in all Principal Cities 


Manufacturers of Steel Deck for Roofs, Sidewalls, Ceilings, Floors, Partitions and 
Doors. Also Roof Sumps and Recesses, Rolling Steel Doors, Grilles, and 
Underwriters, Labeled Rolling Steel Doors and Fire Shutters. 
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Reynolds Aluminum laminated to both sides (Type B) or 
one side (Type C) of tough kraft paper. Reflects 
up to 95% of radiant heat. Moisture yapor transmission 
practically nil (0.10 grains sq. ft. hr. for 
Type В). In rolls of 250 sq. ft., 25", 33" or 36" wide. 


wg, «2979 vL 


CRAWL SPACE: Between floor joists over unheated areas, 
shown unshaded in ground plan above, this is the@ у 

only practical, economical insulation and vapor barrier. 

One layer of Type B meets FHA requirements in 

most areas. Approximate conductance coefficient 0.10. 

The accepted specification. (Above Garden Apartments, 


only a small part shown, insulated by 
The Fireproof Products Co., Inc., N. Y.) 


SIDEWALLS: With the increasing use of radiant heating, 
logic demands this insulation that is radiant heat 
reflective in the highest degree. Bowed between studs 

and lapped over stud face, Reynolds Reflective Insulation 
provides high efficiency at low cost in 

both conductance and as a vapor barrier. 


CEILINGS, RAFTERS: T'wo layers of Type B, with 
intervening air space, meets FHA requirements in 

most areas. Conductance 0.14. Single-faced Type C with 
blanket insulation laid above is a superior installation. 
Conductance 0.07. Single layer of Type B, while not 
sufficient for winter FHA standards in northern areas, 
is excellent to take off summer sun load. 


REYNOLDS /ifefime ALUMINUM 
BUILDING PRODUCTS 


IF YOU SEE RUST 


КНС» REYNOLDS METALS COMPANY, 
ПАТТИ Building Products Div., Louisville 1, Ky. 
Aaa hell oh Offices in 32 Principal Cities 


\ 


REYNOLDS REFLECTIVE INSULATION HAS A PLACE IN YOUR PLANS 


--- MAIL THIS COUPON FOR TECHNICAL DATA IN А. І. А. FILE FORM 


Reynolds Metals Company, Building Products Division, 
2015 South Ninth Street, Louisville 1, Kentucky 


Please send me A.l. A. File Folder on Reynolds Aluminum Reflective 
Insulation. 


Name. 
Company Name — — . — Title 
Address. 
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FOR A BALANCED DIET... 


. .. KILNOISE ACOUSTICAL PLASTER is the ideal material. 
It gives all the acoustic properties of tile, and all the 
workability plus economy of plaster. The most com- 
plicated monolithic construction may be included in 
your plans without sacrificing high sound absorption, 
when KiLNOISE ACOUSTICAL PLASTER is used. 

Whether acoustical tile is installed with metal 
channels and hangers, or applied over plaster with an 
adhesive, practically all material and installation cost 
involved is extra cost, if compared to the initial use of 
KiLNOISE ACOUSTICAL PLASTER. The extreme porosity 
of KILNOISE, which gives such exceptional sound re- 
duction properties, results from a “just right" balance 
of materials. All the strength of plaster is present, yet 
the coat is porous enough to provide a noise-reduction 
coefficient of .60! 

KILNOISE gives you complete freedom to execute 
whatever surface appearance you desire...our "brush" 
and "nail" Stipplers combine to produce almost any 
texture...the most complicated coves, groins, recesses 
may be planned at will... water paint may be added 
without loss of sound absorption. 

The versatility of KILNOISE permits its use for any 
type of construction . . . public or private buildings, 
commercial or domestic use. This suitability for any 
structure is emphasized by the fire-safety factor . . . 
KILNOISE is not only incombustible ...it actually acts 
as a positive fire-retardant. 

Compare KinNorsE with any other acoustical plaster 
or tile . . . for light reflectivity, sound absorption, light 
weight, attractive appearance, low cost. Write to us for 
a sample panel. The Kelley Island Lime & Transport 
Co., Dept. S, 1122 Leader Bldg., Cleveland 14, Ohio. 


KILNOISE 
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Attractive applications in 
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PITTSBURGH has recently perfected a remarkable instrument, which, 
when placed on the surface of one of the panes in a Twindow unit, 
measures to within thousandths of an inch, not only the thickness 
of that light of glass, but of the other pane of glass, and of 
the air space between the two as well. By using this instrument, 
the performance of Twindow units under all kinds of conditions, 
including heavy wind pressure, can be accurately determined, and 
product quality and performance better controlled. This is an- 
other example of Pittsburgh research, and the infinite pains taken 
to assure you of products which will not only look well but also 
perform well under field conditions. 
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modern residences 


COLORFUL CARRARA STRUCTURAL GLASS is perfect for walls 
and wainscots of bathrooms, as pictured here. Carrara is 
mechanically ground and polished. It assures joints that 
are true and even-without lippage. And it is entirely 

free of warpage. Available in 10 pleasing colors. Archi- 
tect: Marcel Breuer, New York City. 


See the complete listing and descriptions of Pittsburgh Plate Glass Company products in Sweet's Catalog Files. 


ons n Sb UGA Glass 


PAINTS * GLASS + CHEMICALS + BRUSHES · PLASTICS 


G 
PITTSBURGH PLATE GLASS COMPANY 
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Se NE Pe * and 


One of the Rice Hotel’s new one-room suites, carpeted by Bigelow. 


Distinguished arrivals at the Rice Hotel in Houston... 


10 miles of Bigelow Carpets! 


The redecorating and remodeling 
program just completed at the famous 
Rice Hotel was a pretty terrific job. 


A 3-million-dollar job, in fact! 


p Gh SINCE 1025 4 


BIGELOW 
Rugs - Carpets 


Among the various improvements, 
all 1000 Rice rooms were entirely 
redecorated. And, working on that scale, you've just 
got to be right about the materials you pick to work 
with. 


That's why we're proud that the designer, Walter 
M. Ballard Corporation, selected Bigelow Carpets... 


10 miles of them . . . to install in the rooms and cor- 
ridors. This is only one example of the many fine 
hotels in which Bigelow Carpets are preferred for 
their good looks and rugged wear. 


Let the Carpet Counsel help you! Bigelow experts 
will work with your architects and decorators . . . 
help select the type of carpet most practical for your 
needs, in the color and pattern most effective with 
your décor. And they'll supervise your order through 
the final installation. One of the 26 Bigelow Carpet 
Counsel Offices is near you. Use it! 


BIGELOW Rugs and Carpets 


Beauty you can see... quality you can trust...since 1825 
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The phenomenal growth 
of AIR DEVICES Inc., is the 
best evidence of their ability to 
design and build equipment that meets 
all of the rapidly changing requirements in 
the fields which they serve. It is a high tribute to 


the experience and energy of its personnel. 


The program which guided this activity to its present 
achievement is now a time-tested and proven one. Any estimate 
of the future history of AIR DEVICES Inc., must be based upon past 
performance—Aand we pledge steadfast adherence to all of\those policies 


and principles Which have guided our activities in the past: 


To strive for better things—to add to our rapidly expanding circle of friends— 
and to merit thé continued confidence of all who have entrusted\us with their 


problems in the/past—are our prime objectives. 


AIR DEVICES, INC. • 17 East 42nd Street * New York 17, N. Y. 
SERVING THE HEATING VENTILATING. DRYING AND AIR CONDITIONING INDUSTRIES 
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HAVE THE HIGHEST “LQ.” IN 
VERTICAL TRANSPORTATION HISTORY 


Selectomatic's superior “intelligence” knows how to solve any elevator traffic-demand problem that may 


occur in your building. This unique electrical intelligence is put into action by only three button settings. 


One for Down Peak which occurs when passenger traffic is principally outgoing... One for Up Peak 
which exists when traffic is predominantly incoming. . . One for Off Peak to handle routine, up and 


down traffic—as well as temporary surges from morning coffee, lunch and afternoon "coke" calls. 


Set just one button, for any of these major traffic problems, and Selectomatic's Electric Brain takes over. 
It reacts instantly and automatically to the traffic demand. It sends the right cars to the right floors at the 


right time to give your building the most efficient service possible—on every floor every minute of the day. 


Selectomatic, an exclusive Westinghouse development, is the greatest improvement in elevators since 
the beginning of vertical transportation. Send for Book B-3597 and get its complete, fascinating story. 


Westinghouse Electric Corporation - Elevator Division, 


Dept. D - Jersey City, N. J. you CAN BE SURE ...ir ITS 


Westinghouse 
Nelectomatic Elevators 


J-98540 
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Apartment Project in Pennsylvania Has Open-Web Steel Joists—These are the Tremont Apartments, 
a 128-family project recently completed at Allentown, Pa. The project consists of three gas-heated, air-conditioned 
buildings, in which Bethlehem Open-Web Joists are used in combination with plaster ceilings and asphalt-tile 
floors. This type of floor construction is non-combustible. It permits a minimum of firewall subdivisions and 
eliminates the need for exterior fire escapes. It also allows the architect complete freedom in locating vented 
interior baths. Floors built with Bethlehem Joists are also shrink-proof, sound-retardant, and immune to attack 
by vermin. They are economical, too, for they simplify the work of building trades by permitting pipes and ducts 
to be run through the open webs of the joists. See Sweet’s for complete details about Bethlehem Open-Web Steel 
Joists. Owner; Tremont Apartments Corporation, Allentown, Pa. Contractor: T. A. Construction 


Co., Allentown, Pa. Architects: S. Harman Brown and P. Frederick Genther, Bethlehem, Pa. 
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Reg. U. S. Pat. ОТ, 


FLEECY WHITE CLOUDS 


MEDUSA WHITE 
is WHITER than any of these! 


SSA NSS 
p TNA IRDA 
: SQNINLVLS -NON 


JON- STAINING 
> CEMENT 


NO FINER WHITE 


NO WHITER WHITE 
THAN MEDUSA WHITE (7/1 сызмадан SN анн ыкы Екы MA eh a шы: 


© White cements are often described as lily-white, whiter 
than snow, or white as a fleecy-white cloud — Medusa 
White, the original White Portland Cement in service 
for 42 years, is WHITER THAN ANY OF THESE. In 
42 years, no one has ever been able to make a whiter 
white than Medusa White. Whether you specify this 
truly white cement for white concrete, cast stone, build- 
ing trim, sculpture work, stucco, or Terrazzo floors — 
either white or tinted—you can be sure that you'll get 
maximum color results in your work. 


And it is equally true that you’ll get the same beautiful 
white or colors through the use of Medusa Waterproofed 
White Portland Cement. This is the regular Medusa 
White with a waterproofing material mixed in at the 
mill. It is waterproofed all the way through and repels 
all water. Send the coupon below for a copy of the free 
booklets, " Medusa White Portland Cement" and “А 
Guide to Finer Stucco.” 


57 YEARS OF CONCRETE PROGRESS 
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MEDUSA PORTLAND CEMENT COMPANY 


1015-3 Midland Building ° Cleveland 15, Ohio 


Gentlemen: Please send me a copy of the free booklets, “Medusa 
White Portland Cement” and “A Guide to Finer Stucco.” 
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EMERGENCY 
LIGHTING 


Safeguard the hospitals you 
design against lighting failure 


Adequate lighting protection for hospitals is of 
vital importance. This has been proved time 
after time. For despite all precautions of utility 
companies, accidents beyond their control can 
cause interruptions of normal electric current. 
Storms, floods, fires and collisions occur with 
little or no warning, and are a serious menace 


to electric power lines. 
In the hospitals you design indicate supplementary 
lighting protection for operating, delivery, anes- 
thesia rooms; accident dispensary; boiler room, 
corridors, stairways, exits and other vital points. 
Exide Emergency Lighting provides safe, sure, 
modern protection. Batteries are always fully 
charged and respond instantly and automatically 
when needed. Units and systems can be supplied to 
meet any requirement, from a few lights to many. 


“Exide” Reg. Trade-mark U. S. Pat. ОЙ. 


1888..Dependable Batteries for 61 Years..1949 


THE ELECTRIC STORAGE BATTERY COMPANY, Philadelphia 32 • Exide Batteries of Canada, Limited, Toronto 
ARCHITECTURAL RECORD 
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Light the Whole Room Without 
Glare or Shadows 


Customers leave their shadows at the door of Cleve- 
land’s Central National Bank. PLEXIGLAsS wall-to-wall 
lighting fixtures in lobby and elevator foyer diffuse 
light so perfectly that glare and shadows simply vanish. 
Light-absorption is negligible, and the result is better 
lighting with lower electrical input. 


IT'S LIGHT ...IT’S SAFE 


At the same time, the lightness and shatter-resistance 
of PLEXIGLAS assure safety overhead. This acrylic 
plastic has 7 times the impact strength of glass, yet 
weighs less than half as much. Large, light sections can 
be installed easily at reasonable cost, and because 
PLEXIGLAS resists discoloration—even from fluorescent 
lighting—maintenance expense is low. 


diffused illumination. 


COVERS LARGE AREAS 


More and more architects are using PLEXIGLAS fixtures 
for superior lighting, especially over large areas in 
offices and public buildings. Its availability in large 
sheet sizes, corrugated, patterned, or smooth-surfaced 
—and the ease with which it can be formed into shaped 
panels and fixtures—permit its use in highly distinctive 
functional and decorative lighting. 


For wall-to-wall lighting fixtures, coffer panels, 
reflectors, shields, cove lighting fixtures— wherever 
optimum illumination with no direct or reflected glare 
is desired—get full details of PLexicias. We'll be glad 


to send you complete information. 


PrExicras is a trade-mark, Reg. U. S. Pat. Off. and in principal foreign countries 


CHEMICALS FOR INDUSTRY 


ROHM € HAAS 
COMPANY 
WASHINGTON SQUARE, PHILADELPHIA 5, PA. 


Representatives in principal foreign countries 


Canadian Distributor: Crystal Glass & Plastics, Lid.. 
282 St. Helens Avenue, Toronto, Ont. 


A total of 1100 square feet of corrugated white translucent PLEXIGLAS 
| covers the entire ceiling of the elevator foyer and entrance lobby of the 
| Central National Bank, Cleveland, Ohio. Use of 47 3⁄4" x 48" x 125" 
| sheets of the acrylic plastic results in overall, glare-free, completely 


ee наанаа е eae 
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Provides your clients with 


IDEAL INDOOR CLIMATE 
THE YEAR ROUND 


SERVEL A//-Year AIR CONDITIONING 
PROVIDES ALL THESE ADVANTAGES 


With Servel All-Year Air Conditioning, your clients can 
have year-round comfort . . . heat in winter, cooling in 
summer. There is no other system that provides the con- 
venience and comfort that they will get with Servel. With 
a mere flick of a switch, on the master control, the home- 
owner can have instant, refreshing, dehumidified cooling, 
or draft-free heating. Between seasons, this compact unit 
circulates air at prevailing temperatures. Damaging dust 
and dirt is filtered out; irritating pollens eliminated. You 
would do your clients a real favor by including a Servel 
unit in the plans—for homes, stores, business offices, doc- 
tors' clinics, and other small structures. For full facts, ask 
your local Gas Company, or write direct to Servel, Inc., 
8910 Morton Avenue, Evansville 20, Indiana. 
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STAINED SHINGLES & SHAKES 
GIVE PROJECT HOMES VARIETY 
IN COLOR, STYLE, DESIGN... 


VARIATIONS are virtually limitless, as walls 
may be applied at any desired exposure 
between 6%” and 16". Application details 
are available in Sweet's File 8b 7a. 


The application of Stained Shingles alternated with Stained Shake walls 
can be specified so that no two adjacent homes of a project are alike in 
color, weather exposure or surface texture. Variety of Stained Shingle 
roof colors adds further distinction to each home. The table below recom- 
mends a typical set of roof and wall modifications out of hundreds of 
practical combinations. 


ECONOMICAL because both Shingles and 
Shakes are available in a wide variety of 
colors and pre-staining greatly reduces 
cost of color application after construction. 


EASY APPLICATION is important in project 


construction. For exposures greater than 


1 


ROOF: Shingles [Green] 
WALLS: Shakes [16"] 
Exposure [12"] 


2 


ROOF: Shingles [Red] 
WALLS: Shingles [16"] 
Exposure [8”] 
Color [White] 


3 


ROOF: Shingles [Oiled] 
WALLS: Shakes [16"] 
Exposure [12”] 


8”, double-coursing application is simple 
and economical. Combines use of Stained 
Shakes over inexpensive grade of cedar 
shingles as shown below. Details in Sweet's 
File 8b 7a. 


Color [Green] Color [Brown] 


BUILDING PAPER 


4 5 6 


ROOF: Shingles [Brown] ROOF: Shingles [Red] ROOF: Shingles [Blue] 
WALLS: Shingles [18"] WALLS: Shakes [24"] WALLS: Shingles [24”] 
Exposure [14"] Exposure [18"] Exposure 18" 


Color [Tan] Color [White] Color [Grey] 


STAINED SHINGLE & SHAKE ASSOCIATION 


835 CENTRAL BUILDING, SEATTLE 4, WASHINGTON 
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Royal Barry Wills, Boston, Mass., Architect 


TELEPHONE RACEWAYS BECOME A NEW ENGLAND TRADITION 


66 


You wouldn't think of designing or building a house today with 
electric wires and water pipes exposed. It's just as important to conceal 
telephone wires. 


Telephone raceways are easily installed during construction. A 
few lengths of pipe or tubing will carry telephone wires inside the 
walls to neat, convenient telephone outlets. They help to protect the 
interior beauty when telephones are installed, and assure the home 
owner of modern telephone facilities. 


Your Bell Telephone Company will be glad to co-operate in plan- 


ning telephone raceway systems. Just call your nearest Telephone 
Business Office and ask for "Architects and Builders Service.” 
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LIGHT WEIGHT + SOUND PROOF = 1; 
4 
uniform graded % 


aggregate К. 
FIRE PROOF * NAILABLE « SAWY 


In almost every large community, the leading manufacturer 
of concrete masonry features a lightweight masonry unit made 
with Uniform Graded Pumice Aggregate. These pumice units 
are now being widely used for a great many masonry appli- 
cations. Architects and engineers specify them for heat and 
sound insulation, fire safety, structural economy, durability 
and attractive appearance. They are usually available in stand- 
ard modular sizes — ask your masonry unit manufacturer or 
write to one of the association members for complete informa- 
tion about Uniform Graded Pumice Masonry Units. 


etter Masonry Plants Feature ШИЛ ТЕЕ 


Harter Marblecrete Stone Co. 
ГӨРҮ Plant, Oklahoma City, Okla. 


UNIFORM GRADED LIGHTWEIGHT PUMICE 
MASONRY UNITS SAVE BUILDING DOLLARS 


Uniform Graded Pumice units have many structural advan- 
tages over standard concrete masonry. They add measurably 
to the utility and market value of any building of masonry 
design. Their thermal insulation and fire safety properties 
offer many design economies that are reflected in a better 
building with lower structural cost and insurance savings. 


Properly designed pumice masonry 
units build load bearing walls with 
the lowest possible weight per cubic 
foot. Pumice units are manufactured 
to meet all code requirements. 


An 8-inch pumice masonry wall, with 
loose pumice aggregate in the core 
holes, has a “U” factor of 0.15. In 
most climates this wall can be left 
exposed without furring, lathing or 
plastering and still not sweat under 
extreme temperature differences. 


Lightweight pumice masonry lays-up 
faster with a more uniform mortar 
line. It can be easily sawed on the 
job. It takes nails as readily as wood 
and holds nailed-on trim satisfactorily. 
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A big load because it’s loaded with 
PUMICE masonry units 


One of the economies of 
pumice is the saving in 
transporting costs made pos- 
sible by its light weight. 
A big load of 23 pound 
PUMICE units can be hauled 
on a truck that will only 
accommodate half as many 
45 Ib. standard concrete units. 


GENERAL PUMICE 


eer TE 
VA 


DESERT MATERIALS 


MEMBERS ,,cowortion  CROWNITE 


e 
Santa Fe, New Mexico Los Angeles 36, Calif, "vto terc 


eRODUCLRS Assy 
5 0), 
М 47, 


2, 


» ^ PUMICE AGGREGATE — Aran 
S SALES CORPORATION && А, 
7 


Л, [y 
fform Стаза 121 South Yole C 


LLOYD A. WILLIAMSON 
PUMIC Bend, Oregon Albuquerque, М, M. 


PUMICE PRODUCERS ASSOCIATION 


715 FIRST NATIONAL BANK BLDG. * ALBUQUERQUE, NEW MEXICO 


UNIFORM GRADED PUMICE is a name applied THE EMBLEM of the Pumice Producers Association 
only to pumice aggregate produced by members stands for Quality Pumice suitable for aggregate 
of the Pumice Producers Association. Write your in the production of lightweight concrete for 
nearest producer for technical data. Additional structural purposes. It is for your protection; 
information is in your 1949 Sweet's Architectural only members of the Association and their fran- 
(4E/5) and Engineering (4A/8) files. chised manufacturers are permitted to display it. 


“LOOK AT THAT ASBESTOS ROOF! IT’S 


SMOOTH-SURFACED, TOO!” 


“YEAH! NO SLAG OR GRAVEL... 
NO EXCESS WEIGHT” 


Yes=it’s а 
Flexstone Roof 


“AND THESE FIREPROOF ASBESTOS 
FELTS ARE PERFORATED—GIVE 
J’ SMOOTHER JOB” 


Each ply is a flexible 
covering of stone! 


@ The secret of a Johns-Manville Flexstone Roof 
is in the felts. They’re made of fireproof, rotproof, 
enduring asbestos. 


Flexstone Built-Up Roofs won’t dry out from 
the sun . . . need no periodic coating. They're 
smootb-surfaced, too—permit thorough drainage 

. make any damage easy to locate and repair. 
They are engineered to each job... applied only 
by J-M Approved Roofers. 


J-M Asbestos felts are perforated to make ap- 
plication easier... give you a smoother job and 
conform better to irregularities in the roof deck. 

Send for Flexstone brochure BU-51A. юне 


Contains complete specifications. JM 


Address: Johns-Manville, Box 290, 
New York 16, N. Y. © *Reg. U. S. Pat. Of. MSowers 


Johns-Manville FZ 


CORRUGATED TRANSITE* * ACOUSTICAL CEILINGS 


INE’ Built-Up Roofs 


DECORATIVE FLOORS © *TRANSITE WALLS * ETC. 


68 ARCHITECTURAL RECORD 


me]: 


“К 


NER Az Lh 


Tea Ballasts -Dependab 0 gna 


€ You can be sure of long, dependable service from 
fluorescent fixtures by insisting on Certified Ballasts in the equipment. 


Certified Ballasts deliver... Full lamp life 


Rated light output 
Dependable performance 


The reason for this is: Certified Ballasts are made to precise specifications 
... Specifications which conform to the exact requirements of 
fluorescent lamps... then tested, checked and certified by impartial 


Electrical Testing Laboratories, Inc. 


* | 


CERTIFIED All Fleur-O-Lier fixtures use Certified Ballasts. 


—ERTIFIED BALLAST MANUFACTURERS 


Makers of Certified Ballasts for Fluorescent Lighting 


2116 KEITH BLDG., CLEVELAND 15, OHIO 
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in the hospital inspires confidence . . . 


Marble provides that quiet beauty 
and sanitary protection for which our 
modern hospitals are justly famous. 
The cool cleanliness of Marble floors 
and walls is symbolic of the sanitary 
safeguards built into every detail of 
hospital construction and equipment. 
And Marble is a good investment. 
Its low maintenance cost insures meas- 
urable savings year after year. 
Marble is completely adaptable to 
every phase of modern hospital design 
and construction. 


ЕТТП 


Write Managing Director 
for latest literature 
on foreign and domestic 
marbles. Dept. 49-F 


Marble Institute 
of America, inc. 


108 FORSTER AVENUE, MOUNT VERNON, N. Y. 
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MEAT EXCHANGER 


MAKE-UP 
WATER FROM 


r 
WATER FOR WATER TREATMER® 


WASHING HEAT 
Constant foaming and priming of power boilers, which cause Ede de 


PERIODICALLY 
excess moisture in the steam discharge from the boiler, result A 
from high concentration of dissolved or suspended solids pre- 
valent in the boiler water. Some method of boiler blowdown is 
required to rid the boiler of these troublesome solids—to avoid CODE | Quan. Jenkins Valve Service 


VALVE RECOMMENDATIONS 
For details and valves to suit varying conditions see Jenkins Catalog 


8 ч z à å P А 3 | Fig. 280 Bronze Gate Shutoff Boiler Drum Connections to Blowoff Header 
unsatisfactory boiler operation and deterioration of boiler tubes. ^ 3 | Fig. 976-A Bronze Globe Contre ТРЕ to Bonal Header 
The continuous blowdown system shown has the advantage of С 3 | Fig. 976-A Bronze Globe Sample Boiler Water Shutoff 
ee lid | A ое асе апаа { D 1__| Fig. 280 Bronze Gote Shutoff Feed to Flash Tank 
eeping solids concentration at a uniformly low level and also о É 1 _ | Fig. 92 Bronze Swing Check | Prevent Backflow to Flash Tank from Heo! Exchanger 
utilizing practically all the heat in the blowdown discharge. F 1_| Fig.47 Bronze Gote Shutoff Liquid Discharge from Flash Tonk =] 
А + . ig. t t hi 
This system can be adapted to boilers of any pressure rating, but S 2] толу 'Eronze бота SHIDISITICQ шон R SEE 
A ` H 1 | Fig.47 Bronze Gate Bypass Heat Exchanger 
the valves used on the blowdown lines from the boiler must 7 2 | Fig. 370 Bronze Gate Shutoff Float Control Valve 
always be of the corresponding boiler rating. The Jenkins Valves K | | Fig. 106-A Bronze Globe — |Float Controlled Valve Bypass 
: Е À T 1 | Fig. 92 Bronze Swing Check | Prevent Contamination of Make-up Water 
recommended here are for a 300 lb. boiler. Selection can be M 1 | Fig. 106A Bronze Globe ‘Manual Periodic Washing of Heat Exchanger 
made for other pressures from the complete Jenkins line. м у 2 ['rigezronzeGote Makeup: Water le; Нг ExcHonger 
с нон SL di buie p » 1 о 1 | fig. 47 Bronze Gote Heat Exchanger Bypass of Moke-up Water 
onsultation with accredited piping engineers and contractors is P 2 Fig. 370 Bronze Gote Float Controlled Valve Shutoff 
recommended when planning any major piping installation. Q Y [Fig. 106A Bronze Globe Float Controlled Valve Bypass 
[к 1 | Fig. 92 Bronze Swing Check | Prevent Backflow 
A CHOICE OF OVER 500 VALVES 5 2 | Fig. 651 1.В.В.М. Сое Steam to Feedwater Healer 
To save time, to simplify planning, to get all the advantages of 1 2  |Fig.280 Bronze Gate Pressure Reducing Valve Shutoff 
Terkin ileal vale s Z 3A 1 ll th U 1 | Fig. 976A Bronze Globe Pressure Reducing Valve Bypass 
K specialized valve engineering experience, select all the у 1. | Fig. 47 Bronze Gate Low Pressure Condensate to Feedwater Heaters 
valves you need from the Jenkins Catalog. It’s your best assur- wW 1__|[ Fig. 92 Bronze Swing Check | Prevent Backflow from Heater 
В X Т] Fig. 106A Bronze Globe Vent Flow Control 
ne х 
ance of lowest cost in the long run. Y Y. | 'Hig..47 Bronze Сее Boiler Feed Pump Suction 
A new book of Jenkins Practical Piping Layouts — Nos. 26 to 50 — including 1 1 Fig. 962 Bronze Swing Check| Prevent Backflow to Pump 
above, is in preparation. Write us now to send your copy when ready. AA Y | Fig. 280 Bronze Gate Boiler Feed Pump Discharge 
5 А qe вв | 2 | Fig. 106A Bronze Globe Drain Valves 
: Jenkins Bros., 80 White Street, New York 13; d cc 1 Fig. 970 Bronze Globe Blowoff Header Drain 
Bridgeport, Conn.; Boston; Philadelphia ; Chicago; San Francisco; Atlanta. DD Fig. 962 Bronze Swing Check| Prevent Backflow to Blowoff Header 
Jenkins Bros., Ltd., Montreal. EE Fig. 741-G Bronze Needle Pressure Gauge Control 
5 Re 
LOOK FOR THIS DIAMOND MARK 


Since Deni в 1864 


ENKINS VALVE 


For every Industrial, Engineering, Marine, Plumbing- A 
Heating Service . . . in Bronze, Iron, Cast Steel, and at your request 
Corrosion-resisting Alloys . . . 125 to 600 lbs. pressure. : 


Sold Through Reliable Industrial Distributors Everywhere 
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Now, you can protect your clients’ homes for life 
against unsightly discoloration of painted surfaces 
due to bleeding and corrosion of roof drainage sys- 
tems. Simply specify Berger Roof Drainage Prod- 
ucts, made of Republic ENDURO* Stainless Steel. 


A complete Berger ENDURO Roof Drainage 
System is a real beauty treatment. It is free from 
patina type corrosion; it resists corrosive atmos- 
pheres and does not rust or tarnish. In addition, 
it is stronger and more attractive than old-style 
systems, requires little or no maintenance and costs 
less in the long run. It blends well with every 
architectural style. And, although paint is not 


BERGER ROOF DRAINAGE PRODUCTS 
STAINLESS STEEL 


Ар the д7 


OF YOUR HOMES... FOR LIFE! 


necessary as protection, it may be applied to 
conform with building decoration. 


Berger manufactures a complete line of ENDURO 
Stainless Steel Drainage Products, including con- 
ductor pipe, eaves trough and gutters, plus all 
necessary fittings and hangers. Any competent 
sheet metal worker can install them— quickly 
and easily. 


Give your clients the lifetime service and protec- 
tion they want. Specify Berger Roof Drainage 
Products of Republic ENDURO Stainless Steel 
—the metal already proved by more than twenty 
years' service in buildings of every type. 


REPUBLIC STEEL 


Manufacturing Division 


CORPORATION * CANTON 5, OHIO 


Warehouses in BOSTON, PHILADELPHIA and ST. LOUIS e Sales Offices in DETROIT, MICH., and INDIANAPOLIS, IND. 


Berger Stainless Steel Roof Drainage Products include Snap- 


tite Eaves Trough; “К” Gutter; Plain 


Round, Corrugated 


Round and Corrugated Square Conductor Pipe; plus a com- 
plete line of all necessary fittings. All are made of 28-gauge 
Republic EN DURO Stainless Steel, type 301, No. 2, satin finish. 


мои PA оа 
STAINLESS STEEL ROOF 
ee DRAINAGE PRODUCTS 


*Reg. U. S. Pat. Off. 
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DETROIT CERTIFIED 


GET RIGHT TO THE HEART 
OF GOOD HEATING! 


Detroit's performance records are the standard 


A careful selection of heating controls is man- 


datory— both for the comfort of your clients and 
the safety of your reputation. For heating plant 
performance is entirely dependent on the con- 
trols—the very heart of good heating. That is 
why, today, thousands are relying on DETROIT 
to solve their control problems. DERON con- 
trols are designed and built from the accumu- 
lated experience of the finest sales and field serv- 
ice organization in the industry. As a result, 


ETROIT 


LUBRICATOR COMPANY 


5900 TRUMBULL AVE., DETROIT 8, MICHIGAN 


Division of American Faapuvron. & Standard Sanitary conronarioN 


of comparison for reliability. 


DETROIT gives you even further assurance of 
satisfaction by certifying every control—a 
certification that is your guarantee that DETROIT 
stands solidly behind its every product. Truly, 
the best way to get to the heart of good heating, 
is to specify DETROIT. 


No. V-570 *'Bi-flex" Gas Valve—An electrically oper- 


No. 411 Thermostai—A sensitive and 
accurate Timed Cycling thermostat for 
all types of heating systems. Provides 
close control of room temperature. 
Attractively styled, easily installed and 
adjusted. Write for Bulletin No. 193. 


No. V-570 
DETROIT- HEATING AND REFRIGERATION CON- 


TROLS è ENGINE SAFETY CONTROLS è FLOAT 
VALVES AND OIL BURNER EQUIPMENT * DETROIT 


ated valve for main supply line to burner. Step-opening 
feature provides quiet ignition, Shut-off is positive, 
operation quiet. Controlled by No. 411 Thermostat for 
uniform room temperature. Write for Bulletin No. 201. 


EXPANSION VALVES AND REFRIGERATION 


i ive: W. & ENGINEERING 
ие i E E Pian ae “DETROIT ACCESSORIES • STATIONARY AND LOCOMO- No. 411 
, * s , TIVE LUBRICATORS 
Sewing home and industry AMERICAN-STANDARD • AMERICAN BLOWER • CHURCH SEATS • DETROIT LUBRICATOR + KEWANEE BOILER • ROSS HEATER » TONAWANDA IRON 
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Washroom... 


Get Everything from CRANE 


No matter if it’s a low-budget job, or a lavish installation—Crane 
has what you need. 

If it calls for a unique style, or for specialized equipment— 
you'll find it in the broad Crane line. 


If you want everything from one source—plumbing fixtures, 


. _ А l 
Sanitary and saving, too! piping, controls, any type of heating—Crane supplies them all. 


A foot pedal on the lavatory, a foot 
pedal on the closet. They add up to 
real sanitation in any public wash- 
room—ideal for factories, filling 
stations, schools. 

See how everything is kept off the 
floor—the most sanitary arrange- 
ment—and how it saves on clean- 
up time! 

There’s a saving in water, too, 
with the foot-operated lavatory. No 
switching from hot water to cold, 
but a warm, even spray right from 
the start. 

Fixtures shown: the Crane Oxford 
Lavatory, the Crane Rapidway 
Closet. 


Thus, you have one high quality throughout. You have the 
latest in styling, the utmost in dependability—everything that goes 
to make Crane the best-known name in the field. 

In making selections from the Crane line, check plans early 
with your Crane Branch or Crane Wholesaler. 


CRANE 


MM E RCIAL Р L U M B І N CRANE CO., GENERAL OFFICES; 836 S. MICHIGAN AVE., CHICAGOS 
co G PLUMBING AND HEATING • VALVES • FITTINGS © PIPE 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 


.€"àébeo0009000090900000006004900600000960920060092000022000202520608606000600060999 
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SPECIFY 


TUFF-TEX* is a Greaseproof Plastic- Asbestos 
Tile that combines Beauty and Design-ability with 
Rugged Durability under severe service. 


Pick out a flooring requirement where the going is 
tough...where grease abuse is severe...where traffic 
is heavy... where easy, inexpensive maintenance is a 
must...where appearance and design are important. 

Then review the extraordinary qualities that Tuff- 
Tex has to offer, and notice how completely it fills 
the bill. 

For this modern, plastic-asbestos tile is truly grease- 
proof. Spilled foods, factory lubricants, lathe coolants 
and the like roll off its satiny surface like water off a 
duck’s back. 

It’s so rugged that you can even specify Tuff-Tex for 
factory aisles, where materials handling trucks travel 
constantly. 

Maintenance? Daily sweeping to remove loose dirt, 


Pu 
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FOR HARD WORKING FLOORS 


“TCM  GREASEPROOF PLASTIC-ASBESTOS 


С caf ~ 
A typical illustration of the use of Tuff-Tex in a cafeteria area 


periodic washing, water-waxing (if desired)... that’s 
the easy, inexpensive formula that keeps your clients’ 
Tuff-Tex floors at their sleek, smooth best. 


And...ontop ofall that... you get the versatility of 
design offered by tile-at-a-time installation. Use Tuff- 
Tex functionally or decoratively. Identify bays, mark 
entrances and exits, direct traffic. Take advantage of 
the wide range of rich colors and various sizes to give 
your interiors verve and appeal. You can even design 
custom-cut inserts to your client’s individual taste, and 
we'll make them up to your specifications. 

Your telephone directory carries the name and num- 
ber of your local Tile-Tex contractor ... a carefully 
selected, specially trained expert in the installation of 
Tuff-Tex. He’ll be glad to supply you with complete 
data and estimates. Or write us. We'll rush you full de- 
tails. THE TILE-TEX DIVISION, The Flintkote Com- 
pany, 1240 McKinley St., Chicago Heights, Illinois. 


*REGISTERED TRADEMARK, FLINTKOTE COMPANY 
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Flashing, counter-flashing, gutters and downspouts on the CLYDE 
L. LYON ELEMENTARY SCHOOL in Glenview, Illinois are 
all constructed of Revere Copper, Architect: Perkins © Will; 
General Contractor: Erik A, Borg Co.; Sheet Metal Contractor: 
General’ Sheet Metal Works, all of Chicago. 


Revere Copper Water Tube in sizes under 2” and Red-Brass Pipe 
in sizes from 2" through 4" were used for plumbing lines in this 
new dormitory at PEMBROKE COLLEGE, Providence, R. I. 
Architect: Perry Shaw and Hepburn, Boston; Contractor: Joseph 
Cuddigan, East Providence, R. I. 


From Coast to Coast 
REVERE COPPER DOES WELL AT SCHOOL! 


In schools and other buildings that are built to 
last, you are almost sure to find copper, the col- 
orful, corrosion-resistant metal that gives you 
rock-bottom cost per 
year of service. 

Yes, trouble always 
costs more than Revere 
Copper. That’s why it 
pays to specify Revere 


Ridges, flashing, valleys and gutters of Revere Copper protect 
5 new dormitories at MICHIGAN STATE. Architect for Girls’ 
Dormitories: Ralph R. Calder, Detroit; Contractor: Christman 
Co., Lansing. Architect for Men's Dormitories: Orlie J. Munson, 
Lansing, Contractor: Reniger Construction Co., Lansing. Sheet 
Metal Contractor: Michigan Sheet Metal Works, Lansing. 
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REVERE 


COPPER AND BRASS INCORPORATED 


Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, New York: 


Mills: Baltimore, Md.; Chica, 

Los Angeles and Riverside, Ca 

Rome, N. Y.—Sales Offices in Principal Cities, 
Distributors Everywhere. 


Copper Water Tube for plumbing, heating and 
air conditioning, and Revere Sheet Copper for 
roofing, flashing, gutters, valleys and other sheet 
metal construction, 
These and other Re- 
vere Copper and Brass 
Products are handled by 


p ы Detroit, Mich; leading distributors in 


New Bedford, Mass.; 
all parts of the country. 


The four buildings comprising the modern design WESTSIDE 
UNION ELEMENTARY SCHOOL, Lancaster, California, utilize 
over 10,000 feet of Revere V, inch type L hard temper Copper 
Water Tube in the radiant panel heating.system. Architect: Frank 
Wynkoop; General Contractor: M. J. Brock & Sons; Heating 
Contractor: Ray Engineering Co. 
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LOUVERALL LIGHTING WITH LUMINOUS VINYLITE LOUVERS 
CREATES A NEW EXPERIENCE IN SEEING! 


The trend not only is unmistakably to louvered ceilings of 
light... but to ceilings with LUMINOUS LOUVERS! 


When you experience the lighting effect achieved with 
luminous louvers it's not hard to understand why those 
who see it, so overwhelmingly prefer it! 


The secret of "Sky-Glo's" superiority is in its exclusive 
Vinylite (plastic) louvers which not only reflect light but 
also transmit light.* Thus "Sky-Glo" provides a translu- 
cent ceiling that not only affords a means of obtaining 
more light without annoying glare but actually offers a 
new experience in seeing! 


"Sky-Glo" makes possible these high levels of illumination (in 
range of 50 to 150 footcandles) with exceptional low brightness 
(less than 1 footcandle per sq. in.). The result: a soft glareless 
illumination that makes seeing easy; that creates a restful yet 
stimulating atmosphere; that makes one completely unaware, 
visually and psychologically, of the high levels of illumination 
that are responsible for this “new experience in seeing." 


Translucent *Sky-Glo" louvers heighten the beauty of the 
ceiling and add a scintillating and harmonizing note to the 
entire decorative scheme. Add to these exclusive advantages __ 
of “‘Sky-Glo”’ all of the many conventional advantages of the i 
louverall lighting system and you can see why the new trend 

in lighting is so definitely to Benjamin “Sky-Glo.” 


BENJAMIN ELECTRIC MFG. CO., Dept. Q-1, Des Plaines, Ill. 


*Reflection Factor is 19%. 
Transmission Factor is 71%. 


Broadway Florist Shop, 218 W. Fifth 
St., Los Angeles, Calif.; Sales Area. 
For Florist Shop. Peter Telegin, 
Consulting Engineer with Basso and. 
Riddel, General Contractor, Keith. 
Electric Co., Electrical Contractor. 


Illustration left— Wright Clothing 
Store, Greensboro, N.C. Designer 
and Contractor: Starr Electric Co., 
Greensboro, М. С. 


Stetson Shoe Store, Pittsburgh, Pa.; 
Shoe Store Sales Area. John 
Schurke, Pittsburgh, Designer; 
Wood Electric Construction Co., 
Pittsburgh, Electrical Contractor. 


27 d 2 


ж: 


есе ЕСЕР 


OCTOBER ` 1949 


he MEAD Troma їшї 


"Sky-Glo" Lighting 
Manual Available 
FREE to Illuminating 
Engineers 


For complete story and 
data on one of the most 
significant developments 
in fluorescent lighting 
history in terms of light- 
ing performance, appli- 
cations, modernization 
and maintenance, write 
for your complimentary 
copy of Bulletin “SG.” 


Distributed Exclusively Through Electrical Wholesalers 


R-3488 
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for the latest and best in modern gym equipment! It was not 


merely a matter of buying pieces of equipment... gym seats, 
lockers, wire baskets, basketball backstops . .. Medart was 
= — _  ®® ajn the picture at the "blue-print" stage, when the planning 

Contractor: was dÓhe, : 

Geo. D. Auchter, Jacksonville, Fla. E^ : 

Architects: Medart Engineers het installation problems before they 
W. Kenneth Miller, Orlando, Fla., in Asso- “U А 528 
ciation with Guy C. Fulton, Architect, to the | arose...and the result: one" òf the finest gymnasiums in 
State Board of Control, Gainesville, Fla. |! Ze m 

Equipment Installation by: | the country. Another reason why more™ad_ more schools 
H. J. Williams, 407 Exch Bank Bldg., , T€ sa з 198 es 

| iis de Peer ES and universities are modernizing with Medart! ЁО? Seyenty- 


Five years the leader in serving the Nation’s schools. 


MEDART BASKETBALL BACKSTOPS — Two main-court MEDART STEEL LOCKERS — Seven locker rooms com- 
and eight cross-court backstops installed. All are swing- pletely equipped with Medart Steel Lockers. Various 
up type. Main-court backstops are transparent permit- types, including single-tier, double-tier and golf lockers. 


ting view from rear. PMao-11 
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MEDART TELESCOPIC GYM SEATS (OPEN)— Several thou- 
sand additional seats are provided when Medart Teles- 
Hy mgopic Gym Seats are opened. Several sections of movable 
vn ‘Ralggropic Gym Seats furnished which can be rolled 


onto flo 


MEDART TELESCOPIC GYM SEATS (CLOSED) — Four full 
size cross-courts for basketball are provided when 
Medart Telescopic Gym Seats are closed and eight cross 
court backstops are lowered from ceiling. 


fer additional seating at end of main court. 
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2 2530 MEDA RIT, 


MEDART WIRE BASKETS AND WIRE BASKET SHELVING — 
Swimming pool shower rooms for both men and women 
completely equipped with Medart Wire Baskets and 
Wire Basket Shelving. 
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BARBER 
MILI TI] MOTOR- 


OPERATED 


VALVES 


TYPE FYBA 
MOTOR OPERATOR 

ON GLOBE FLANGED 
FOR VALVE BODY 


LONE 
CONTROL 


Zone control systems on hot water and steam 
heating installations require good, remotely-con- 
trollable valves for efficient operation. Barber- 
Colman Motor-Operated Valves have proved ideal 
for this service in thousands of buildings of all 
types and sizes. Barber-Colman Valves are rug- 
gedly built for maximum performance with minimum 
maintenance. They are made in all standard sizes 
up to 6", with globe screwed pattern from 3” to 
4" and globe flanged pattern from 254" to 6". 
Three types of motor-operators are available, the 
choice depending on service requirements. Barber- 
Colman Motor-Operated Valves are delivered cozz- 
pletely assembled ready for installation. Motors 
operate on low voltage and valves may be remotely 
(and automatically) controlled by any three-wire 
circuit single-pole double-throw switch or its 
equivalent, such as a thermostat, pressure switch, 
or relay. Be sure your files include latest 
engineering data on these useful, dependable, 
economical Valves. Consult your Barber-Colman 
representative for any advice on applications. 


Write for Literature 


BARBER-COLMAN COMPANY 


1232 ROCK STREET © ROCKFORD, ILLINOIS 
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FROM SLEEPERS TO SHINGLES 
СОЎ stops ROT 


Dipped c PP --------- 


Shingles А 
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Wood Gutter and 
Cornice Detoil 


AL 


Clapboords 
or Shingles 


Section 


Й Main Sill 
| | TITULI Cm 


C indicates 
surfaces (or 


ports) to be 
treated with 
CUPRINOL 


Wood 
Bolusters 


Р, 4 


** Porch Floor Details 


Air Double Floor 
Spoce Waterproofing 
Sleeper | Air Space 


Sleeper 
Cinder Fill 


Se SE 
ТУК КУУ РОД 
RIF К ЕС? 
ATANIN. са 204 


aE eg = э; у>. 
„”- Concrete Slab.-’ 
mt 0 9 PSG. o .9 . 


Applied on-the-job by brush, spray or dip Cuprinol 
treatment adds dimensional stability and provides pro- 
tection to construction lumber against rot and insect 
attack at moderate cost. See Sweet's Architectural File, 
Section 5d/3, or write for information as to types of 
Cuprinol for specific uses. 


CUPRINOL Division, Darworth, Incorporated 


3 Maple Street Simsbury, Conn. 
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THE NEW 
IMPROVED 


% New Cartridge Type Ribbon 
Burners: Designed for easy re- 
moval and interchangeability for 
different type gases, special 
chrome alloy steel for high tem- 
perature and corrosion resistance. 
Separate burners for each heat 
exchanger make for high efficiency 
and even heat distribution. 

Ж Improved, Long-Life Tubular 
Heat Exchangers: High efficiency 
of Janitrol's unique design makes 
possible extreme compactness. 
Interior suspended alloy steel tur- 
bulators accelerate heat transfer. 
Improved vertical design mini- 


(7 lo 


à 


UNS 


ok at it... 


А. С. A. Approved for all gases including L. P. 


Field engineering helped build Jani- 
trol’s new, advanced line of Unit 
Heaters. 

Valuable user performance data and 
field service information were cor- 
related over a three year period as a 
guide to determine the most practical 
improvements required for better 
industrial and commercial heating. 
'Then the actual design and construc- 
tion improvements in the new Jani- 
trol Unit Heater line became the 
responsibility of Surface Combustion 
engineering staff. 

This policy of analyzing all practical 
heating requirements first has resulted 
in equipment with far greater user 


A FEW OF JANITROL’S MANY OUTSTANDING FEATURES 


* Motor 
Resilient 
vibration and noise. Overlapping 
blade type fans provide maximum 


mizes dust and dirt collection, 
contributes to better air flow. 


* Improved, Automatic Pilot: 


acceptance. So, you can count on 
Janitrol for not only advanced design 
and efficiency but also for practical, 
easy maintenance under all kinds of 
rugged operating conditions. 
Because more and more Janitrol 
Unit Heaters are being installed by 
retailers, in places of amusement, 
restaurants, and all kinds of service 
businesses, special attention was 
given to smart appearance and com- 
pactness. 

In most cases Janitrols will be found 
to be more compact and to provide 
more headroom than other equip- 
ment. Write today for complete 
specifications and installation data. 


and Fan 
mountings 


Assembly: 
minimize 


New actuating lever and switch 
design assures long life, positive 
operation. While pilot is more 
positively positioned, assembly 
can be removed in a few seconds. 


* Combination Fan and Limit 
Control: Only Janitrol provides 
dual overheat safeguard as stand- 
ard equipment, in case of stuck 
gas valve fan continues to dissipate 
heat preventing damage to unit or 
adjacent area. 


SURFACE COMBUSTION CORPORATION 
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air velocity with quiet operation. 
Direct-a-Flow housing provides 
uniform airflow over entire unit. 


Ж Smart, Quality Appearance: 
Smooth dark grey hammerloid 
baked enamel finish on steel cas- 
ing fits unobtrusively in most 
surroundings. Bottom panel is 
hinged for opening without re- 
moval for inspection of burners 
and bottom of heat exchangers. 


OHIO 
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One of a series of papers prepared by leading authorities on 
air conditioning. The opinions and methods presented are 
those of the writer and are not necessarily endorsed by 
Kinetic Chemicals, Inc. Reprints of this, and other articles 
in the series, may be had free of charge upon request. 


Air Conditioning for Modern Office Buildings 


by A. C. Buensod, Mechanical Engineer 


is Kv ГЕН Ир 


2.0. Buensod, president of 
Buensod-Stacey,Inc., NewYork, 
received his Mechanical Engi- 
neering degree from Stevens In- 
stitute of Technology. His com- 


pany has installed many air con- 
ditioning systems, among which 
are several office building instal- 
lations in the Rockefeller Center 
group in New York City. 


IR CONDITIONING office buildings is important, 
not only for the comfort of the occupants but 
in retarding obsolescence of the actual structures. 
The present building trend is toward completely 
air conditioned office buildings because renting un- 
conditioned space is becoming highly competitive. 
Where formerly an individual tenant would ar- 
range to condition his own floor or suite of rooms, 
today he looks for air conditioned space. 


Many office buildings today are completely air conditioned 
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to provide personal comfort and to retard obsolescence. 


SOLAR HEAT GAIN 


In no other type of occupancy is solar heat gain 
such an important factor. It may account for as 
much as 60 per cent of the total sensible heat load. 
Most large office buildings have at least three, and 
sometimes four, exposed sides, so at different times 
of the day the warming effect of the sun is directly 


on one of the sides. There is no lag in the trans- 
mission of solar heat through window glass, which 
in office buildings may be as much as 70 per cent 
of the exposed wall area. 

Changing positions of shadows, cast on the 
building by nearby or adjacent structures, compli- 
cate the air conditioning problem. As the shadows 
move across a sun-exposed wall, shady areas de- 
velop which cause less heat to be transmitted from 
the outside. Because of these moving shadows the 
internal heat load will vary from room to room, 
thus requiring the air conditioning system to regu- 
late, where practical, the cooling in each of the 
rooms so that comfortable conditions are main- 
tained at all times. 

For design purposes, each office or space is con- 
sidered as an individual occupancy, with its own air 
conditioning problem of either cooling or heating. 


Normally, in air conditioning design, each floor is 
divided into several zones: zones for offices with 
exposures on each side of the building and others 
serving the interior offices, or spaces. In general, 
the exterior bays of a floor, for a depth of about 15 
feet, are occupied by executive offices. This leaves 
interior offices, or spaces, which present different 
problems from the exterior offices, or spaces. These 
interior spaces have large heat gains from lights, 
and also from occupants, and therefore require the 
supplying of cooler air during the winter months 
than is supplied to the exterior spaces. 


DESIGN DATA 


Approximately 2 cubic feet of conditioned air per 
square foot of floor area are supplied to the ex- 
terior zones and 1 cubic foot of conditioned air per 
square foot of floor area to the interior zones. The 
average heat gain from lights is 3 watts per square 
foot of floor area. The number of occupants is esti- 
mated at one person per 100 square feet of floor 
area, on the average. The total refrigeration will 
vary from .0025 to .004 tons per square foot of 
rentable area, with an average figure of .003. 


CONVENTIONAL SYSTEMS 


Chilled water for cooling is circulated to the 
various cooling coils at about 45? F. from a central 
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refrigerating system. Multiple reciprocating com- 
pressors, with a central water-cooling interchanger, 
have been used for chilling water particularly in 
the smaller capacity systems, while centrifugal 
compressors have been more widely used on the 
larger systems. Centrifugal compressors can be 
operated by variable speed electric motors or 
steam turbine drives, and the capacity of the 
machine can be throttled by lowering the speed 
to take care of light load requirements. 

An apparatus room containing the air condition- 
ing equipment usually serves one floor. In the ap- 
paratus room would be located the supply air fan, 
or fans; the cooling coils for cooling and dehumidi- 
fying the air; the heating coils for tempering the 
incoming outside air in winter and for reheating 
the supply air to the floors. 

The supply air to each of the floors would be 
conveyed through ductwork at velocities from 
1200 to 1800 feet per minute. The supply air ducts 
would deliver air through grilles or outlets with 
velocities of approximately 500 feet per minute. 
Air conditioning systems are generally designed to 
cool spaces to 80° F. and 50 per cent relative 
humidity under summer design outside weather 
conditions, and operated with lowered tempera- 
tures in the spaces when lower than maximum out- 
door conditions prevail. In summer, dehumidifi- 
cation is needed to promote comfort, and the dew- 
point of the supply air is lowered by passing air 
over the chilled water coils, thereby removing the 
excess moisture in the air. The air is then reheated, 
when required, in order to maintain the proper 
temperatures in the conditioned spaces. Under 
light load requirements of the conditioned spaces 
an air bypass around the cooling coil is used to 
maintain the leaving supply air at the proper tem- 
perature without the use of excessive reheat. 
Another method is to reduce the volume of supply 
air to the conditioned space by partial dampering 
and the use of reheat. 

Temperature regulation for such systems con- 
sists of bypass, or volume damper control, together 
with reheater control, with thermostats for each 
zone, and thermostatic control over the volume of 
chilled water circulated in the cooling coil. In win- 
ter the radiators placed under the windows of ex- 
terior spaces supply the heat loss from the exposed 
wall and the supply air temperature to the zone is 
governed by the zone thermostat as in summer use. 
The amount of outside air required for ventilation 
and for make-up air for exhaust system supply is 
generally from 20 to 30 per cent of the total amount 
of air circulated. 


ANOTHER APPROACH 


Another method of air conditioning office buildings 
is to utilize the conventional-type system just de- 
scribed to serve the interior spaces on all floors. 
The exterior spaces on the perimeter of the build- 
ing are considered as one zone. Since these exterior 
spaces are subject to a high variable heat they re- 
quire more cooling and control than the interior 
spaces. Instead of doing all the cooling in the cen- 
tral apparatus rooms, each of the offices, or spaces, 
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of the exterior zone has a unit, or units, placed 
under the windows. These units are served with 
chilled water in the summer, for cooling, and with 
hot water in the winter, for heating. 

Elimination of horizontal supply air ducts avoids 
the necessity of false ceilings or the furring of 
ducts. Each room served by a unit is subject to its 


A small part of the equipment necessary to air condition the 


buildings in Rockefeller Center. 


own individual temperature control for both cool- 
ing and heating. 


THE FUTURE 

In the near future it is expected that develo pments 
now under way will make it possible to air condi- 
tion existing as well as new buildings, combining 
the better features of present practices and lower- 
ing the total cost of installations below levels now 
prevailing. Whatever the future design may be, it 
is certain that air conditioning for office buildings 
will be an economic necessity. 


$ * * 


Most property owners today are fully aware of the 
value of air conditioning . . . particularly in office 
buildings, stores, restaurants, theatres and other rent- 
able structures. Whenever installation of a new sys- 
tem is being considered, many architects and engi- 
neers strongly recommend equipment designed to 
utilize “Freon” refrigerants. These refrigerants are 
100% safe . . . nontoxic, nonflammable, nonexplosive, 
noncorrosive, anhydrous and are as pure as scientific 
methods of production can make them. They help 
assure dependable, economical operation of the equip- 
ment . . . aid in prolonging its useful life. Kinetic 
Chemicals, Inc., Tenth and Market Streets, Wil- 
mington 98, Delaware. 
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FREON 222. REFRIGERANTS 


“Freon” is Kinetic's registered trade mark for its 
fluorinated hydrocarbon refrigerants. 
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MENGEL HOLLOW-CORE 
FLUSH DOORS 


MENGEL STABILIZED 
SOLID-CORE FLUSH DOORS 


(D 40% Lighter în 
Weight ... than standard 
panel hardwood doors. 


(I) Stabilized Core* ... 
solid core members slotted 
at frequent intervols in both 
width and length to absorb 
expansion and contraction 
. . . provides extreme 
stability... oll core members 
hardwood. 


(2) Key-lock Dovetails* 
... keep stiles and rails per- 
manently tight. 


(3) Waterproof Glues 
... in hot-plate presses... 
give permanent bonding of 
core and faces. 


(4) Solid Hardwood 
Stiles and Rails*... pro- 
vide maximum screw-holding 
power. 


(5) Exhaustively Warp- 
tested* ... random doors 
from each day's production 
оте given accelerated test 
equalling years of severest 
usage. 


(6) Broad Selection of 
Hardwood Faces .. . indi- 
vidually belt-sanded to satin 
smoothness . . . permits wide 
range of finishes . . . reduces 
finishing costs. 

(7) Machine- Planed 
Stiles*. . . ready to finish— 
no sanding or planing 
needed. 


(8) Engineered Con- 
struction . . . assures maxi- 
mum dimensional stobility, 


(2) Patented "Insulok" 
Core* , . . gives stronger 
bond between core and 
faces; keeps faces flot; pro- 
vides flame resistance. 


(3) Solid Hardwood 
Stiles and Rails*...pro- 
vide moximum screw-holding 
power. 


Ц) Key-lock Dovetails* 
+. keep stiles and rails per- 
manently tight. 


(5) Slam-tested* . . . 
25,000 times . . . proves 
long life. 


(6) Extra Guard Against 
Warpage* ... provided by 
special mill-curing process. 


(7) Broad Selection of 
Hardwood Faces ... indi- 
vidually belt-sanded to satin 
smoothness ... permits wide 
range of finishes... reduces 
Finishing costs. 


(8) Engineered Con- 
struction ... assures maxi- 
mum dimensional stability, 


* Mengel exclusive 


Guarantee . . . All Mengel Flush Doors ore *Mengel exclusive 


subject to standard door guarantee adopted 
National Door Manufacturers’ Association. 


MENGEL 7“ DOORS- 


2 TR UST warp-tested, “decomposition-tested”, and 
otherwise checked under conditions so 


severe as to equal years of use. 


Lers dispense with the pretty words 


: 3 We ask you to study the features 
and pictures, and talk business. y y T 


above. We believe they are precisely 


You as an architect, and we as one the features you want in your doors. 
of the world’s largest manufacturers The coupon will bring you complete 
of wood-products, have an identical information and specifications. 
interest in doors—to give our cus рол Division, THE MENGEL CO. 
tomers such permanent values as to Louisville, Kentucky. 


warrant their continued confidence 
and patronage. 


THE MENGEL COMPANY 
Plywood Division, Dept. AR-3, Louisville 1, Ky, 


Gentlemen: Please send me a free copy of the complete “AIA 
File” data book on Mengel Flush Doors. 


For many years, Mengel has built that 
kind of values into flush doors. Mengel 
Doors have been tested and proved 


in every-day use, while random doors, Name _ 
taken from each day’s production, are Firm— 

Street 

City — — — — — — — — — — ——State 
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Honeywell 
Сотов 


begins with the blueprint 


ON COMMERCIAL ST., U.S. A. 


ë 
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THE progressive owners of shops and office buildings on “Сот- 

mercial Street” know that comfort is essential to attract trade and 

keep tenants satisfied. They realize that air conditioning, for example, 

is no longer a luxury—it is just plain good business. So, they are 

installing the most modern heating, ventilating and air conditioning 

equipment. Minneapolis-Honeywell, in its nation-wide advertising, 

is urging new building owners to consult you about the proper 
control systems while plans are still in the blueprint stage. 


Whether you specialize in commercial buildings, hotels and apart- 
ments, schools or hospitals, industrial plants, or homes, you know 
that no heating or air conditioning system can be better than the 
controls that regulate it. Since 1885, Minneapolis-Honeywell has 
pioneered in the development of automatic controls and control 

systems. Honeywell-trained engineers are available for consultation 

on any of your control problems. Just 
contact the Honeywell branch office in or 
near your city or write to Minneapolis- 
Honeywell, Minneapolis 8, Minnesota. 
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ROOM THERMOSTAT 
The Symbol of Modern 
Temperature Control 
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ELECTRIC, PNEUMATIC, ELECTRONIC CONTROLS: 


For home heating © for hotels and apartments € for 
schools and hospitals € for commercial heating and air con- 
ditioning € for refrigeration € for industrial process e 
for aviation е for rail, highway and water transportation. 


Honeywell 
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IN TRANSITION 


b is apparent that architecture is in a transitional phase. For many years it has 
been struggling to evolve an expression characteristic of the contemporary world. 
More recently there has been an attempt to appraise the success of this effort. 
Has the movement progressed rationally, or has it gone too far off the track? Has 
it found a new beauty, or lost the common touch? What direction will development 
now take? It is hardly necessary to debate any longer the merit of the functional 
plan versus that of facade architecture. As a premise this is reasonably well estab- 
lished, yet architects expect further pursuit of its implications. 

In these transitional times there are other questions that beset the architect: 
what is the new relationship with engineers? with manufacturers of the new ma- 
terials? and with the many other activities that comprise the complex art of 
building? The rapid growth of technology has increased greatly the materials and 
methods available for accomplishing our building programs. It has expanded the 
scope so much that no individual is capable of visualizing the range of possibilities. 
In order to realize the latent potentialities of modern construction techniques, the 
highest degree of understanding and teamwork must prevail between architect 
and engineer. 

At this time when so much fermentation is taking place in architectural thinking 
both as an art and as a science, ARCHITECTURAL RECORD is especially aware of its 
responsibility to the profession to report developments candidly and objectively, 


and to render those informational services most likely to facilitate the work of the 
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architect and engineer. 
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George Howe, writing from the 
American Academy in Rome—a 
post he is soon to relinquish, says: 
. As the president of the So- 
ciety at the time of building made me 
guarantee on my word of honor that 
we had designed the building in the 
interests of the bank and not of our 
personal reputations among the ivory 
tower boys, | take a personal and 
particular interest in its success 
Photographs, left: construction nearly 
complete in 1932. Below, street 
façades show little change; note 
modern automobiles in 1949 view. 
Facing page, main banking room 
shows greatest change, in lighting 
and counters, required by tremendous 


growth in bank's business 


Ph, B. Wallace Photo 


1932 1949 Joseph Molitor Photo 


Howe and Lescaze, Architects 


SAVING FUND SOCIETY BUILDING: 
A RE-APPRAISAL 


THE OLD BEAUTY 


From along the Schuylkill, through the web of overhead 
wires, you can see it, still the biggest and proudest thing 
in Philadelphia, now almost twenty years since it was 
born on the drafting table in the office of Howe and 
Lescaze. A fretted white tower announces with au- 
thority PSFS, spelled out at night in red neon, still 
commanding the skyline. 

À cynic might very well say that the last thing built 
always commands the skyline, and nothing much of 
consequence, admittedly, has been built in downtown 
Philadelphia since the Society erected its skyscraper in 
the depression days of 1932. But hold! Have the last 
twenty years produced anything in the way of a tall 
building — except for the United Nations secretariat, 
now a promise in steel — that provides the same func- 
tional satisfaction or as much eye food? If you had to 
pick the one American skyscraper, this would have to 
be it. 

When people have finished talking about verticals in 
the Daily News Building, horizontals in the McGraw- 
Hill Building, the planning virtues of Rockefeller Cen- 
ter, or the simple height of the Empire State — when 
all this has-been done, and you come down to the funda- 
mentals of good building and design — there is PSFS. 
Today it is still a satisfying building, to its occupants, 


1932 


Dooner Photo 


By Frederick Gutheim 


In August, 1932, the Philadelphia Saving Fund 
Society opened its new branch bank and office 
building at 12th and Market Streets. Almost imme- 
diately the building won naticnal and interna- 
tional acclaim; it has been pointed to as a thor- 
ough fusing of structure, materials and equipment; 
hundreds of high school and college students still 
visit it annually. Does the building live up to this 
succes d'estime? The seventeen years since its 
completion afford time enough for an honest re- 
evaluation based on the experience of owner and 
tenants as well as our own more mature critical 
attitude toward non-traditional architecture. 


to the public, and to the architecturally aware visitor. 
It does not invite comparison. It still has an excitement 
to communicate, a few surprises one has forgotten since 
the last visit, against a pleasant sense of finding things 
as satisfactory as one remembered them. Most of all, 
the building has that unique combination of boldness, of 
rugged strength approaching ugliness that was Lescaze's 
polytechnic contribution, and of richness, luxury and re- 
finement approaching over-refinement that was Howe's. 

You admire it still, although the building belongs in 
the awkward age. Not new enough to be contemporary, 
but not old enough to have become a readily placed his- 
torical monument, it is aging gracefully. That fascinat- 
ing miraculous preservation is part of its charm. There 
was an architectural wisecrack contemporary with the 
building of PSFS, calculated to jar the exponent of pure 
functionalism: “Yes, but will it make a good ruin?" It 
has become almost possible to answer that one. We can 
see that a modern building does not age in the same way 
a traditional building does. Modern materials — and 
double entry bookkeeping, perhaps — assure that in age 
the modern building will have a special charm of its 
own that we have not known before. 

At first you think that jaunty ageless, frightening at- 
mosphere, a little on the embalmed side, is due chiefly 
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Entrance to second-floor bank: the simple doorway hardly pre- 
pares one for the monumental stair hall. Stairs begin so close to 
entrance that incoming customers automatically hurry up. Facing 
page, top and bottom: comparisons, main banking room. 
Number of customers’ desks substantially increased; tellers’ 
windows doubled; and local lamps eliminated from counters to 
make room for the machines required to accommodate increased 


business 


Steiner Photo 


Steiner and Nyholm 


Entire building is air-conditioned; to this, plus efficient main- 
tenance, is attributed low cost of upkeep. Above, duct supplies 
conditioned air to vault, pivots out of way so door can be locked 
at night. Air-conditioning and good office-floor design have 
consistently attracted tenants although building is not in Phila- 
delphia's financial district. Right, remote control board for elec- 
trical system, (C. D. Fawcett, designer). Incoming high voltage 
is stepped down for separate light and power circuits, so inter- 
connected that one may take both loads if the other fails 


Richard Dooner Photo 


to the extraordinarily good maintenance the building 
receives. Then you think it derives from the marble, 
glass, stainless steel, copper and bronze, the whole bat- 
tery of ageless, and nothing but ageless, materials that, 
have gone into it. The building, piece by piece, might 
just as well have been built yesterday. But obviously, 
it wasn’t. 


‚ What has aged is not the building but the style. With- 
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Richard Dooner Photo 1932 


out even entering you see the enormous curved corner, 
the building's principal label of association with the 
modern movement of the late twenties and early thirties. 
Critics were not lacking. even at that time, to point out 
that the corner destroyed the sense of volume, but it 
took subsequent excesses and corruptions to kill off this 
cliché simply by making it tiresome. Anyhow, there it is, 
unarguable evidence of the period. 


1932 
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Inside, it is still what Frank Lloyd Wright denounced 
as "the cardboard box;" inside you are even more con- 
scious of style. The monochrome interior emphasizes 
what must have been, twenty years ago, new and daring 
structural forms; the design proclaims its affinity with 
the T-square and the layout artist's pad. There is a 
strong flavor of typography. And there is a faint 
formaldehyde reminiscence of buildings and sketches 
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Philadelphia's skyline shows little change except for television masts, one of them atop PSFS. Though not in the financial district, PSFS office space has 


of buildings seen in books, not of buildings seen as 
buildings. Was this, perhaps, a paper architecture ex- 
pressing a wistfulness ingrained in the modern move- 
ment, with its many unbuilt projects and its emphasis 
on theory? 

These characteristics, not unique in PSFS, are diffi- 
culties of that right-angled age into which it was born; 
nor are these stylistic details of cubism obtrusive. You 
think of them only when you find the building eluding 
criticism by explaining politely that it was not born 
yesterday. You could even say that no building twenty 
years old can with decency seem to have been born 
yesterday. 

From the time a building is completed its destruction 
begins. This change the unadulterated functionalists of 
the twenties denied. They could not see that closely 
reasoned designs would grow out of date as there came 
change in the human needs they were designed to meet. 
Consider, for example, that the PSFS building, first 
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Twentieth оог: mechan- 
ical equipment, includ- 
ing air-conditioning 

for offices. 


1949. Building originally provided for growth in nearly every depart- 
ment: of the more-than-enough coupon booths (left) initially in- 


stalled one row was dismantled and later re-installed. Vault (right) 


had room for greatly increased number of safe deposit boxes 
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Third floor truss space: 
air-conditioners for 
bank. Store conditioners 
are in basement. 


БЕЕН 


Steiner Photo Joseph Molitor Photo 


GROUND FLOOR 


been fully rented for years, thanks to management, equipment, planning, 


Richard Dooner Photo 


thought of as a branch, is now the headquarters of the 
bank; that since 1933 traffic through the main banking 
rooms has about doubled. It would have been astonish- 
ing if these changes had not made necessary correspond- 
ing changes in the design of the building, invalidating 
the doctrine of extreme functionalism, urging a greater 
flexibility and more recognition of changing needs. 

Yes, a series of changes, undertaken in the names of 
progress and of maintenance, begins to take place in a 
building from the moment it is occupied. The process 
begins most easily with decoration and other elusive 
details. In older buildings it spreads to store fronts, 
lighting fixtures, elevator cabs, lobbies, corridors, and 
their very facades. Advanced stages are signalized by 
major reconstructions. Hardly one of these individual 
changes can be objected to with any force, but their 
cumulative effect leads to anonymity. 

In PSFS the process starts with the main banking 
room, which originally took the appearance of a cube, 
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Steiner Photo 


1932 1949 


Office building elevator lobby: directory at left caused traffic 
jam; moving it to alcove at right eliminated crowding. Typical 
upper floor corridor (right) has black marble wainscot, reducing 
maintenance. Thanks partly to air-conditioning, plaster above 
marble has required repainting only at infrequent intervals 


Ph. В. Wallace Photo 


Joseph Molitor Photo 


Joseph Molitor Photo 


each side with its own character: now glass, now marble, 
now white, now black, now hard, now soft. The recently 
installed lighting changes that conception. So does the 
substitution for the original white nubbly textured cur- 
tain that covered nearly the whole of the room’s east 
wall of a new curtain in a color called burgundy. 

The catalog of change might be expanded. It leads 
squarely into questions which deserve full exploration, 
for which there unfortunately is not space here: How far 
may the architect go in translating into rigid form the 
fluid function at the moment of design? What is the re- 
sponsibility of an owner for his work of art? 

The PSFS building is our most charming skyscraper. 
It has, I insist, style. That style, integral throughout the 
building, can be tampered with only at the risk of 
destroying the building’s chief distinguishing features. 
Its handsome directors’ rooms on the top floor, with 
their views over the city and its two rivers that took the 
breath of the United Nations Headquarters Site Com- 
mission when they visited Philadelphia, are designed, if 
you please, in browns. Its chief room is a study in black 
and white. Its corridors are cleanly designed, sharply 
developed in light and shadow, boldly composed in 
squares and primary colors. These are the details that 
decide everything in the building’s appearance. 

If I may borrow for the heading of this article the title 
of Miss Willa Cather’s last slim volume of stories, with- 
out her suggestion that in a gentler day it was enough 
to be beautiful, it may serve to express some conclusions 
we may draw from our experience with PSFS. When 
functionalism in the United States was raw. red, and 
steamy-new, it found few more devoted followers than 
Howe and Lescaze. Theirs was the pure dogma. Up with 
pure function and to hell with good looks; at best, it was 
claimed, good looks would take care of themselves. 

Yet today what remains is not function but beauty. 

It is a curious, haunting, and distinctive kind of 
beauty, this palette of black and white, these textures of 
stainless steel, polished marble, and plate glass, these 
forms so purely cubistic. The effect may not have been 
calculated, although one doubts the assertion, but it is 
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1949 Typical rentable office space 1932 


consistent beyond accident. It is not what one would 
aspire to today, but it is what one is glad someone once 
aspired to and succeeded in creating. 


PLANNING, STRUCTURE, MATERIALS, EQUIPMENT 


Inevitably the building has undergone the changes 
of which Frederick Gutheim writes, many of them be- 
cause the bank’s business has grown; since 1933 daily 

, (Continued on page 180) 


Office floors: location of columns, plumbing, etc. is such 
that an average tenant can be accommodated in 15 to 25% 
less space than in other Philadelphia buildings. Stainless 
steel window sills and radiator covers have right-angled 
profile and square corners for durability and to simplify 
the work of fitting partitions for tenant changes. Due to 
air conditioning, windows are locked except when being 


cleaned. Tenants have always accepted this without protest 


Joseph Molitor Photo 


JAMB MULLION 


2 
Lal 
Ei 
N 
BANKING ROOM 
WINDOWS 
PARABOLIC CURVE 
SECTION 


WINDOW 
DETAILS 


SECTION AT 
FIXED SASH 


SECTION AT 
DOUBLE HUNG SASH 


SUMMER RESIDENCE OF MR. AND MRS. 


The vivid colors of the exterior make the 
Rose house stand out gaily against water 
and mountains (see cover). The walls аге 
black, set off by scarlet and yellow rail 
and trim and deck furniture in same col- 


ors; under side of roof overhang is yellow 


ALBERT 


ROSE, 


LAKE PLACID, N. Y. 


BOATHOUSE 


Kodachrome on Cover and photographs this page by Damora 


Kahn & Jacobs 


Architects 


P the chief purpose of a summer home is con- 

ceded to be provision for the maximum enjoy- 
ment of sun, fresh air, and relaxation from winter 
restraints, then this unusual Lake Placid residence 
is tops. Built over a boathouse, it extends 14 ft. 
out from shore; from its broad deck and most of its 
rooms land is visible only across water, creating a 
shipboard atmosphere highly conducive to re- 
laxation. Continuous glass areas and sliding doors 
flood the large rooms with sunshine and the good 


Adirondack air. Mountains and lake are more a 
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Damora 


part of the house than are its foundations. 

In a way all of this was a happy accident. The 
boathouse a few years ago was just a vital front 
door to the island home of Mr. and Mrs. Rose. 
Through it flowed supplies and guests transported 
from the mainland by boat. The residence itself 


was up the hill, deep in the woods, cut off from 
view and sun. Then came a fire, and the boathouse 
was all that was left. The owners immediately 
decided to rebuild on the same site, and called 
in Architect Robert Allan Jacobs. This was in 


the days of priorities and unavailable materials, 
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BEDROOM 
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The living room is carpeted in coral, 
with the same color used for the semi- 
circular couch. Ceiling and long couch 
are yellow, furniture is black or dark 
brown. Walls are knotty pine, fire- 
place wall is coral brick. The master 
bedroom (opposite page) is predomi- 


nantly yellow and white 
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so Mr. Jacobs suggested as a temporary measure 
that the boathouse be remodeled to provide living 
quarters for the family. The results met the own- 
ers’ needs so exactly that all plans for a larger and 
separate house were abandoned. 

Since the existing building measured 32 by 70 
ft. and already had a sun deck, it required no ex- 
pansion whatever. Mr. Jacobs simply added a 
second story containing a living room, two bed- 
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Оотога 
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rooms, dressing room and kitchen, all but the 
last two facing the lake and opening directly to 
the broad deck and the morning sun. A study of 
the plan (page 99) reveals a number of handy 
details such as the special closet for bridge tables, 
the passage lined with storage space, the living 


room wood box which can be loaded from the 


hall. Boat slips are immediately below, readily 
accessible to the kitchen for the bringing in of 
supplies. Bathers have their own dressing rooms 
and shaded deck on the lower level at the south 
end of the house, right next to the beach. Serv- 
ants’ quarters are in a separate building a little 


way up the hill. 
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Artful placing of the dining area (see 
plan) makes it almost a separate room 
despite continuation of coral carpeting 
and knotty pine walls of living room 
Built-in cabinets are walnut and coral, 
chair frames are coral. Storage space 
in the kitchen is much more generous 
than indicated at right, to permit once- 
a-week marketing. Servants have their 


own sitting room just off the kitchen 
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Floyd Yewell 

In designing the Operations Building, a modular basis was the progress of the work, since the existing soil became 
adopted for all the normal windows and the aluminum panels very slippery and sticky when wet. 

which separate them. These are removable and interchangeable As might be anticipated, the climate had an even : 
so that any system of fenestration, from continuous windows to more pronounced effect on the design. Since the winter 
complete blackout can be obtained. All office space, as indi- climate of northern Maine can be severe, a design tem- 
cated in the plan below, is also designed to facilitate rearrange- perature of —30 was decided upon. In addition to ex- 
ment as may be required. Because of the intricate system of ceptionally thorough insulation of all buildings, integral 
wiring, a cellular steel decking is used for all of the second floor, double glazing is used in every window. The steam 
part of the first, and all floors and roof of the Control Tower. heating systems of the buildings are so designed that 
The specially adapted wiring is led through its hollow cells adaption can readily be made when the central heating 
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plant and distribution systems, carrying high-temper- 
ature hot water under pressure, are constructed. 

Although all current needs are met in this group of 
buildings, it was required that the designs be drawn 
to provide for possible future expansion. Thus, the 
Operations Building is so constructed that a whole 
additional floor can be superimposed upon it, and the 
present Power Plant represents only about one-third 
of its potential maximum development. The addition 
of more barracks units if needed, of course, presented 
no special problem. 

Since Limestone is at a considerable distance from 
any large center, it was decided that locally available 
materials should be used to the greatest possible extent. 
All buildings are concrete frame (except the steel framed 
Power Plant), and water-struck Maine brick figures 
largely throughout. Except for some steel sash, prac- 
tically all exterior metal — cornices, doors, panels, 
railings, etc., — are aluminum. The fact that it requires 
no painting weighed heavily in the selection of this 
material. 

The Barracks (below) comprise typical squad room 
units flanking a central building which houses kitchens, 
mess hall, day room, etc., on the first floor, and boiler 
room, storage facilities, etc., in the basement. 


Above: In addition to the tempered glass windows of the Control Tower, there is a section of glass roof extending 3 ft. in from the 
edge to increase visibility for the operators. In cold weather the entire glass area is '"'defrosted'' by means of a forced warm air 
system exactly similar to that used for automobiles. The slant of the pipe columns is not for esthetics but is said to afford better visibility 
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Shreve, Lamb & Harmon 


Architects 


This flexible expansible scheme also required the 
services of Purdy & Henderson Associates, Structural 
Engineers; Syska & Hennessy, Mechanical Engineers; 
Clarke, Rapuano & Holleran, Landscape Architects; 
under the supervision of Johns-Manville's Depart- 
ment of Engineering and with the active participa- 
tion of C. F. Rassweiler, J-M's vice-president for 


Research and Development. 


CAMPUS IN NEW JERSEY 
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motion, and filtration aids and fillers. The organization | = 
. ‚ее. 
required an unusual scheme to accommodate, on the 2|] F 
one hand, pure research and primary experimental 3 


work, and on the other, applied research closely related 
to actual pilot production, where products and processes 
are readied for full-scale manufacture by lab techni- 
cians who also run the pilot plants. The organization 
contains 2] Sections, each charged with what amounts 
to research and development responsibility for a sepa- 
rate industry. Close cooperation has to be maintained 
with the Mechanical Section (housed in its own building 
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. Research and Administration Building Gottscho-Schleisner Photo 
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Research and Administration Build- 
ing (left, main entrance; across 
page, private office and confer- 
ence room) has three complete 
stories of which only the first floor 
plan is here shown, and a four- 
story center section. Built with re- 
inforced concrete basement, steel- 
framed superstructure, concrete floor 
slabs, brick curtain walls, and lime- 
stone and stainless steel accenting 
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the principal entrance, the building 
contains the Center's pure re- 
search laboratories (materials test- 
ing, acoustic, optics, insulation 
testing, physics, electrical testing, 
heat flow, photography, spectro- 
photometry, spectroscopy, chemis- 
try, air filtration, organic, etc.) as 
well as offices, auditorium, library, 
dispensary, cafeteria, dining rooms, 
and kitchen. Entire building is air 
conditioned 


Above and below: Gottscho-Schleisner Photos 


Johns-Manville Photo 


South end, Research and Administration, showing present connection (which can ultimately be enlarged 
to provide more laboratories) to first-floor corridor, Product Development Building (right photo) 


where are constructed equipment and machines for 
research and plant operation) and with the Engineering 
Departments in another building. These requirements 
are further complicated by a need for flexibility of space 
arrangement and for expansion over a period of years. 

First completed was the filtration plant, where process 
water taken from the Raritan River is treated to pro- 
vide a supply equal to the normal demand of a town of 
10,000 people. Most recently finished (dedicated May 
24, 1949) is the Research and Administration Building, 
which with the structures shown in solid line on the 
campus plan, completes the present part of the con- 
struction program. While the last building is the nerve 
center, probably the most interesting is the Product 
Development unit, in which are the applied research 
laboratories and pilot plants. 

In the Product Development Building a 38-ft. wide, 


OCTOBER 1949 


two-story laboratory structure runs full length of a one- 
story manufacturing space which contains 10 pilot 
plants under one roof. The two-story section contains 
many laboratory units (each expansible on a module 
11 ft. wide), and offices, conference rooms, etc. Between 
the two areas are 8-ft. corridors, one on each floor, across 
which technicians may step to observe plant operations 
through wire-glass windows. Doors open directly from 
corridor into plant space; at the second laboratory floor 
they open on small balconies to which may be attached 
stairs leading down to the manufacturing floor. Ar- 
rangement of laboratory service and plant process 
piping is extremely flexible and convenient. 

Under the laboratory section is a continuous concrete 
basement for storage and building equipment, and as a 
service tunnel through which pass steam, water and 
other mains. The campus facade and end walls are of 


111 


DUST- PROOF 
ROOM 


O = ы шшш ==———— ж 
; r ED 
=E 
2 
а M EE. 
(= SECTION ü 


SERVICE BOX IM СООД. 


g 


CEILING DIFFUSERS 
I—-—— 
АЛЕТ DUCT ABOVE + oo Н 


LABORATORY 


E] 


ш 
« 
° 
E 
« 
° 
a 
« 
2 


Photo, section and plan above show typical laboratory, designed on ап 11-Ьу-26 —— ник 
ft. module which determined column spacing for both the two-story laboratory 
portion (22 ft.) and manufacturing space (44 ft.) of Product Development 


Building. Note immediate access across corridor to pilot plants 
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face brick and 8-in. concrete back-up block. Roof 
construction is interesting: to light purlins 3 ft. о.с., 
corrugated asbestos-cement sheets were fastened with 
welded studs; over this, insulating board and roof 
surfacing were applied. The stud-welding method, in 
which all work is done from the top, resulted in sub- 
stantial economies over such methods as drilling the 
asbestos-cement and fastening it with bolts, which 
necessitates working from beneath. 

Laboratory partitions and furring at exterior walls 
consist of integrally colored asbestos-cement panels 
which, while they are wholly demountable, salvageable 


LABORATORIES 
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Above: Gottscho-Schleisner Photo 


Above: pilot manufacturing space accessible to both laboratory levels. 
Process piping encircles area at about mid-height. Right: portion of wall 
removed and manufacturing bay extended to accommodate extra-long 
process. Below: section; basement under labs for storage and equipment; 
construction of plant's exterior wall facilitates truck shipping and receiving 


and revisable, have a surface coating, pre-finished, 
which is designed for permanence and ease of main- 
tenance. The panels are mounted on light-weight steel 
studs (see following page for details) which also carry 
laboratory piping, electrical, and waste lines; and pro- 
vision is made for attaching shelving and equipment 
to studs at panel joints. Floors are asphalt tile, ceilings 
acoustic tile. The entire laboratory section is air condi- 
tioned, with a separate exhaust for the fume hoods. 
Location of the air distribution, ducts and laboratory 
service piping is visible in the sections above. 

The 100-ft. wide experimental manufacturing area 
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has one continuous high-bay monitor. Its south wall 
is an 8-in. brick curtain up to sill height, with glass and 
corrugated asbestos-cement above; the wall is easily 
removable to accommodate processes longer than the 
normally enclosed space, and to "button on" trucks for 
loading and unloading. Glazing of south, east and west 
walls is of glare-reducing glass above eye level. The 
floor is a 6-in. slab with heavy-duty finish; in it are 
trenches, 22 ft. on centers, covered with gratings and 
running transversely to a collection trench along the 
outside wall. This was necessary because most of the 
pilot manufacturing deals with wet processes. 
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Sheldon Merritt Machlin Photo 


Extremely important in laboratory design was 
development of a wall which, in addition to 
subdividing space, can carry services effi- 
ciently to the point of actual use; and which 
also can support shelving and equipment with- 
out destroying the surface. Services may be 
carried either within (as in these labora- 
tories) or on surface of wall. Integrally colored 
asbestos cement panels are secured by means 
of buttons which slide into slots in studs. Easily 
relocated or changed, 100 per cent salvage- 
able when demounted, this patented construc- 
tion system is now available commercially 


ELECTRIC CABLE 
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Laboratory module was developed 
to its final dimensions, 11 by 26 
ft., only after extensive work and 
deliberation. Width was 
mined by building a series of 
mock-ups (photo at right) and de- 
termining clearances essential for 
the type of equipment which might 
be required in aisles and on coun- 


deter- 


ters. Length is appropriate both for 
economical steel spans and to sub- 
division into anteroom plus private 
office for lab directors, etc. 
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Shaw, Metz and Dolio, Architects 


BONWIT TELLER’S NEW CHICAGO STORE 


William Pahlmann Associates, Interiors 


Hedrich-Blessing Photos 


co the moment of the first announcement concerning it, Bonwit Teller’s 

new Chicago store held the interest both of prospective customers and of store 
architects the country over. What would this new building, designed in accord- 
ance with the firm’s own selling technique, be like? Would it be “modern” and 
full of new ideas? Would it follow the “free-flow” pattern of counter placement? 
Bonwit Teller could afford and undoubtedly would demand the best; the question 
was, just what would it consider the best? 

Until a couple of years ago Bonwit’s was exclusively a New York store, a Fifth 


Avenue specialty shop drawing its customers from the most discriminating and 
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the most fashionable of feminine circles. In 1947, however, it expanded its ac- 
tivities to include Boston’s elite, choosing — presumably because of the still 
lingering shortage of building materials — the old Museum of Natural History 
as the showrooms for the very much au courant merchandise it features. William 
Pahlmann, called in to give the sedate Victorian museum the required Bonwit 


atmosphere, flooded the high-ceilinged, out-dated building with color and imagi- 


native detail to the complete delight of fashionable Bostonians. 
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All through the store fitting rooms 
and stock rooms are arranged 
around central sales salons giving 
daylight to the fitting rooms and 
permitting strict control of lighting 
in the sales areas. Delivery and 
shipping facilities are banked in 
one corner (upper left). Second 
floor plan is typical of the three 
upper floors 
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Main floor handbag salon (right) 
has yellow-green walls, satin- 
stripe yellow-green and beige cur- 
tains, a 14-ft., 19th century Shera- 
ton bookcase. The “‘Oval Room" 
at center of main floor (below) dis- 
plays accessories in the only real 
showcases in the store; walls here 
are gray, accented by pink leather 
banquettes 


Hedrich-Blessing Photos 


Hedrich-Blessing Photos 


Main dress salon on second floor 
(above and opposite page! is 100 
ft. long, 50 ft. wide, and 18 ft. 
high, dominated by huge bay 
window framed in ruby velvet. 
Walls are mauve-gray, carpeting 
is in two shades of gray, upholstery 
is red, purple, cerulean blue. 
Debutante salon on third floor 
(left) is in canary yellow and sage 
green, with pink-red accents; mer- 
chandise is accessible to impatient 
young customers 
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Late last August the new $2,000,000 Chicago store opened its doors. Not unex- 


pectedly, perhaps, it proved to be conservative, aristocratic, and oblivious to 


customary showmanship, combining the dignity of the Fifth Avenue quarters 
with the whimsy and flair of the converted Boston museum. As Bonwit’s own 
staff puts it, the building is based on “drawing-room” selling in which the back- 
ground is intended to approximate the surroundings in which the merchandise on 
sale will be worn. The straightforward interior provided by the architects was 
prettied up, therefore — by Pahlmann, of course — with crystal chandeliers, 
wholly uncommercial color schemes, imported antiques, fine woods and hand- 
some fabrics to create the informal living rooms, libraries and drawing rooms de- 
sired as a selling background. Bonwit Teller's new store, in other words, has been 
custom designed to fit the firm's reputation for catering to the elite; it depends 
upon the magic of a name (displayed prominently) rather than upon show win- 
dows (of which it has only one) and the intricately arranged display counters in- 


tended to lure the customer into impulse buying. 
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A STORE FRONT DESIGNED TO REDUCE VEILING GLARE 


Siegel’s, Grand Rapids, Mich. 


Wilfred P. McLaughlin, Architect; Kenneth С. Welch, A.L.A., Associate Architect 


— present-day store window design must 
normally eliminate, or reduce as far as possible, 
distracting glare caused by the reflection of surrounding 
outdoor objects. Siegel’s, a luxury-apparel-gift store, 
makes an honest and straightforward effort to do just 
that. The accompanying sketches and photographs 
show the architects’ studies and their final solution — 
a geometrical arrangement of glass in reference to nor- 
mal and important viewpoints so that only surfaces of 
lower brightness are reflected. 

There are many ways that the successful elimination 
of veiling glare can be accomplished. Mr. Welch presents 
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various solutions to these problems in his article “Re- 
flection Factors in Store Windows,” in ARCHITECTURAL 
Recorp, July 1946. 

Briefly, it has been established that the point of “ap- 
parent veiling glare” is reached when the ratio of bright- 
ness * of the principal surfaces being reflected to that of 
the surfaces being viewed through the glass is unity 
(one to one). In this case the veiling glare is just barely 
apparent and may be called a quite satisfactory condi- 
tion. Increases, however, in this ratio naturally result in 


* Brightness, measured in foot-lamberts, equals the amount of light, measured in loo! candles 
multiplied by the reflection factor, which is the percentage of total light reflected 


Photograph at left, taken about 
noon in late summer, illustrates 
effectiveness of slanting display 
window drawn in section at 
right.. Note how 90° vertical 
glass in end of shallow display 
and in door reflect sunlighted 
objects and buildings, completely 
obliterating display. Objection- 
able veiling glare in slanting 
window (moving bus, white line 
in street) is above normal display 
height. Section at right indicates 
reflection angles and brightness 
of both show window display 
and environmental objects. Ar- 
chitects made every effort to 
highly illuminate background to 
attract attention and emphasize 
form by silhouetting merchandise 
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an increasingly unsatisfactory condition. When the 
ratio of reflected to viewed brightness reaches two, a 
condition results which can be called the threshold of 
destructive veiling glare. When a ratio of five is reached, 
an unfortunate glare condition arises which completely 
destroys the primary function of the display. This condi- 
tion may easily result when a clear sky, or some light 
sidewalk, street or building surface, with medium re- 
flection factors, is reflected in a store window. 
Obviously, as has been done with Siegel’s, a necessary 
preliminary to store window design is a thorough analy- 
sis of the given site with relation to its solar orientation 
and the brightness of surrounding elements such as side- 
walks, streets and buildings which, if reflected, can 
destroy display values. The type of store, its time of 
daily and seasonal peak load and the class of customers 
to which it appeals must also be considered. Pertinent 


Kenneth C. Welch Photos 
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to the final solution for Siegel’s, which does its luxury MARA, берту 
business from 11 o'clock in the morning on and does less | j |, | 
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greatest during peak sales periods. AN A / ^ 
SUMMER SUMMER SUMMER 
N Арт 


JUNE 22 "o А 
Righi: Architects made plan drawings of site and surrounding F 4 , Ў“. / K 


structures with shadows cast for spring and fall, winter and 


SPRING &£ FALL 
4 pm 


WINTER WINTER WINTER 
summer as part of thorough evaluation of brightness environment. “eam Bes T ^n 
Photograph bottom right, made during August about noon, con- | | J ; £s 
firms environmental studies, illustrates how angle of reflection ; А age б 
(shown on section below) falls within street shadow. Canopy due Z LAN 
protects display window glass and sidewalk from sky and cloud AS е p^ 
glare, window shoppers from rain, snow and morning sunshine 9 , бо mo wo do soo 


BLUE SKY 
700 TO 1400 FTL 
WHITE CLOUDS 
UP TO 3000 FEL 


BACKGROUND 
50 TO 60 FTL. 


SIDEWALK IN SHADOW 
187 FT.L. 


SECTION THROUGH DISPLAY WINDOW et 
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John Eken Dinwiddie A.LA., Architect, and Richard Maxwell 


LUXURY SHOP PRODUCED 


OCATED in an expensive shopping area and offering 
L luxury items of imported silver, porcelain and 
bronze, this store has had to achieve its quiet elegance 
and good taste at a minimum of expense. The owners 
had plenty of resources in Copenhagen but few American 
dollars. Money for construction was necessarily rigidly 
restricted. 

The architects thus solved this typical jewelry store 
problem on a basis of effective color and simple well- 
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proportioned form. It’s of note that the small display 
units on the exterior have no expensive frames. Sur- 
rounding moldings are simple, refined, and match the 
color of the wall. The one vivid accent is the fluted 
chromium column at the entrance. 

The interior is suitably but modestly designed for the 
general display of many small expensive items. Special 
features such as the flatware sales cabinet, which is il- 
lustrated, have been created to assist the customer in a 
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WITH A MINIMUM BUDGET 


S. Christian of Copenhagen, Inc. 


San Francisco, Calif. 


comfortable and orderly examination of merchandise. 
Dark mahogany was chosen for cabinet work as the best 
background for the gleaming silver and porcelain on 
display. The ceiling is a royal blue and other colors are in 
harmony to produce the desired luxury atmosphere. 
General lighting is provided by simple spots through 
diffusing lenses. The use of planting on both the exterior 


and interior adds life and color. 
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Roger Sturtevant Photos 


New Warsaw Bakery 


Brooklyn, N. Y. 


лї wy 


' 


| ET 


A MODERN OPEN FRONT BAKE SHOP 


INCE grandmother's day bakeries have been attract- 
S ing passers-by with the pleasurable aromas of oven- 
fresh delicacies. Present day moppets (and grownups) 
are now not only subjected to this same sweet persuasion 
through the olfactory nerves but more and more 
frequently are faced with a formidable visual appeal as 
well. The combination is well-nigh irresistible, and per- 
haps in no other use is the “open front” so successful as 
in modern bakery design. 

Architects Kaplan and Neivert have planned their 
shop with as open a front as possible. The three existing 
cast iron columns have been covered with aluminum; 
two of these columns, converted into pylons, support a 
low all-glass air conditioned showcase at the sidewalk 
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line. The whole front is framed with red marble at top, 
sides, below the showcase and at the return of the en- ° 
trance vestibule. The plate glass front is well recessed 
and thus less vulnerable to veiling glare. 

The shop is neatly organized on the interior, mer- 
chandise is attractively displayed, and lighting is of high 
intensity from inconspicuous sources. The plan is di- 
vided into two selling areas, one area to the left of the 
entrance is for special orders; the other, for general bake 
goods, forms a long L to the right. Both sections have 
generous well protected display areas and both have 
wrap-up counter and cash register facing customers. A 
refrigerated counter for ice cream cakes and candies is 
set diagonally at the rear. 
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Robert Kaplan, A.LA., and Marvin J. Neivert, Architects 


The general lighting scheme is indirect augmented by 
direct recessed lensed units set into ceilings and coves. 
The wall fixture in the general bake goods section is 
worthy of note; it provides indirect lighting sources for 
the illumination of the built-in cove above and also, by 
the use of tilted plate glass shelves, clearly displays 
well-lighted merchandise against a luminous back- 
ground. 

Ceilings and walls above light coves are of soft lemon 
yellow. The under sides of light coves are green. The 
left side of the shop is painted red rouge color to match 
the marble of the entrance vestibule. The floor is light 
beige terrazzo. Natural wood counters and fixtures are 


of bleached oak. 
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DRESSING ROOM 


ORA DELIVERY 
SORRE ENTRANCE 


BAKED GOODS 
RACKS ROOM 
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Alexandre Georges Photos 


HOW THE WELL-LIGHTED STORE SHOULD LOOK 


Broadstreet’s, Fifth Avenue, New York City 


Kenneth C. Welch, A.I.A., Architect 


ie men’s shop in the medium-price field goes all out 
to attractively display as much of its merchandise 
as possible. In doing so it incorporates the interior 
lighting principles set forth by its architect at a recent 
engineers’ conference.* 

Mr. Welch believes that a store should keep as simple 
a total environment as is compatible with the atmos- 
phere desired. This is done first, by keeping the apparent 
brightness of the lighting equipment itself reduced to a 


* Conference of the Milwaukee Chapter of the Illuminating Engineering Society, May 19, 1949. 


minimum (its effect should be seen but its appearance 
not heard). Second, by planning the interior so that the 
reflection factors and surface characteristics of the archi- 
tectural and equipment surfaces will produce, when il- 
luminated, brightnesses and brightness patterns that are 
simple in themselves. Mr. Welch assures us that con- 
scientious use of these two principles will give merchan- 
dise full right of way. 

The control of the directional distribution of light to 
best display the kind of merchandise being illuminated 
is also an important point. [t is possible with good de- 


Section at right clearly indicates 
general lighting scheme. Fluo- 
rescent tubes behind metal grids 
are combined with spotlights for 
added illumination of merchan- 
dise appraisal areas. Also shown 
are lighting details of shirt 
fixtures (illustrated іп photo- 
graph at left) and neckware 
display cases (illustrated upper 
right). Note the high quality of 
display lighting combined with 
low brightness of lighting equip- 
ment, simplicity of architectural 
surfaces and brightness patterns 


sign, using the proper reflectors and lenses for control, 
to produce the highest brightness on fashion apparel or 
soft goods of diffuse texture. This attracts the customer 
and saves equipment and electrical energy as areas used 
for display of this kind are small. On the other hand, 
merchandise such as silverware, appliances and automo- 
biles, with primarily specular surfaces, need an overhead 
or surrounding brightness pattern which does most to 
bring out their form. Low brightness incandescent or 
fluorescent lights, or both, surrounded or partly reflected 
to other architectural surfaces are obviously the best 
answer in these cases. 

The use of a combination of fluorescent and incandes- 
cent light sources in even distribution to bring out cor- 
rect color values is generally advisable. Incandescent 
alone accents the yellow and red colors; common fluores- 
cent sources exaggerate the blues and purples. 

Lastly, Mr. Welch emphasizes that the artificial 
lighting equipment used in a store must appear to be an 
integral part of the structure. This does not necessarily 
mean the use of special built-in equipment, but, prefer- 
ably, simple, direct design with the use of mass-produced. 
and packaged equipment. 

The photographs and typical section of Broadstreet’s 
illustrate how these simple but basically important 
lighting principles can be put to good merchandising use. 


ELUORESCENT TUBES 


SPOTLIGHT ERAL ae 
FOR DISPLAY [GENER LIGHTING 
BELOW 


FLUORESCENT 


4 


LIGHTING 
IN COVE 
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Ceiling is an off-white, walls are blended 
shades of gray, blue and warm tan. Carpet 
is rust colored. Fixtures are light oak 
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CORY SHOWROOM, LOS ANGELES, CALIF. 


Maynard Lyndon, Architect 


e» CN _ 


Merge Studios 


PROJECTOR: es 
PROJ. [y ) 25, a 
hi +s 
| 
DISPLAY , ROOM 


STREET FLOOR 
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The curving acoustic tile panel is painted 
dark blue; the wall behind is claret; op- 
posite wall is light blue. Dark green was 
chosen for the suspended ceiling panel; 
the high ceiling is yellow. Rear curtain is 
claret matching wall; front curtain con- 
cealing street window display is gray 


yh essential planning problem of this dealer’s show- 
room was to provide for the efficient display of cur- 
rent items of manufacturer’s equipment and current 
advertising without alteration of permanent walls, 
ceiling, doors, or shop front. In solving this problem the 
architect has created unusually refreshing and original 
space arrangements and backgrounds through the 
studied juxtaposition of contrasting geometrical forms. 

The principal display area with its most dramatic 
background — three curved plywood display recesses — 
has been developed in widening perspective directly off 
the street entrance. These three plywood recesses, which 
intersect a continuous black table, have dark blue lin- 
ings, all other surfaces natural wood. An adjustable 
display table arrangement, permitted by pivotal small 


The long curved receptionist's desk has 
white linoleum top, natural birch sides. 
The display fixture at left of desk has 
built-in mirror to show bottom of equip- 
ment. Pivoted tables in center of the dis- 
play area are natural mahogany. Trans- 
lucent wall conceals. manager's office 


OCTOBER 1949 


table that swings under large one, is also a feature. 
Facing the plywood recesses is a curving wall of composi- 
tion acoustic tile which provides a background for the 
display of current advertising. Models featured in ad- 
vertising are shown on small rounded tables cantilevered 
forward at the lower edge of the tile. 

The whole display area, faced and controlled by the 
large curved receptionist’s desk, has a suspended panel 
ceiling introduced to provide scale and unity and ac- 
commodate concealed spotlights. 

The space directly to the left of the entrance, behind 
the principal display features, has been organized for 
the projection of slides and movies of manufacturing 
processes, successful sales techniques. etc. Coffee is 
served in this area. 


Elwood M, Payne Photos 


SHOE DEPARTMENT SPORT COATS AND SLACKS 


PAGING THE DISCRIMINATING TRAVELER 


Shamrock Hotel Men’s Shop, Houston, Texas 


Brochstein’s, Inc., Designers 


CLOTHING 


TOILETRIES 


т shop, in the words of the designers, has been 
“fashioned to attract the discriminating masculine 
trade which daily converges at the hotel, now a south- 
ern crossroads of the nation”. Atmosphere, of the lush, 
clubby, substantial masculine variety, has been created 
here at considerable expense and with no holds barred to 
coax browsing customers into an expansive purchasing 
mood. Display is used for merchandising appeal also, 
but in a restricted, selective sense, subordinate to the 
overall atmosphere pattern. 


n M 
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TOILETRIES 


DISPLAY FOYER 


The center of attraction of the well departmentalized 
store is the clothing section with its wall-carved ma- 
hogany mural which occupies a recess over the massive 
split-stone fireplace. The pomegranate red leather up- 
holstered furniture, the cushioned settees, exotic woods, 
and end tables with specially designed lamps all convey 
an impression of comfort and elegance. Here in the 
privacy of well-appointed display rooms clients may also 
select woolens and fine linens for individual tailoring and 
shirting. Adjoining space provides fitting areas. 


DISPLAY FOYER 


JEWELRY 


nos eRY 
NECKWEAR 
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Elwood М. Payne Photos 


SHIRT DEPARTMENT 


This same decorative theme is carried all through 
the store, much of the merchandise being concealed in 
the interest of controlled atmosphere. Exceptions are the 
toiletries counter where display levels in the background 
are individually lighted and the wall fixtures in the shirt 
and hat departments where slots have been left in slid- 


HAT DEPARTMENT 


ing doors so that customers may have a dignified peek at 
stock. 

It is of interest to note in the illustrations of the shoe 
and the sportswear departments that the interior dis- 
plays are well integrated with window displays which 
face the streets. 


The store fixtures are South American 
walnut. Furniture is upholstered in pome- 
granate colored leather. Carpeting is 
light gray; ceilings mocha. Potted plants 
have been used to add freshness and life 
to the setting. Handcarved mahogany 
plaques in background of the display foyer 
depict resources and progress of Houston 
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LIGHT SLABS AND BLOCKS FOR THIN CURTAIN WALLS 


Two backup wall materials meet stiff tests 


THIN, lightweight curtain wall has 
many recognized advantages — 
lower construction costs, increased 
rental area, savings in structural fram- 
ing and foundations. Yet, any backup 
material used to achieve these, in addi- 
tion to being thin and light, should be a 
good insulator, capable of being handled 
easily and with little breakage, and still 
have adequate strength and fire-re- 
sistance to meet the building codes. 
Extensive research along these lines 
has recently resulted in precast slabs and 
blocks which have earned a 4 hr. fire- 
retardent rating for non-bearing walls 
from Underwriters’ Laboratories, Inc. 


Lightweight Wall Slabs in 
Alcoa Building 


Developed for use in the 4l4-story 
Aluminum Company of America admin- 
istration building at. Davenport, Ta. is a 
precast slab made of Portland cement 
and calcined diatomaceous earth ag- 
gregate. The wall, consisting of cast 
aluminum panels backed by the light- 
weight slabs, has a total thickness of 914 
in. including the interior furred finish 
and an air space between aluminum 
spandrels and slabs. Aluminum foil, ce- 
mented to the inner face of the slabs, 
serves as a vapor barrier. Various sized 
slabs were used, although most of them 
are 2 ft. 9 in. high and 4 ft. wide. 

In construction of the Alcoa building, Ake 
designed by Harrison & Abramovitz, Photos 
Inc., Architects, all scaffolding, rigging 
and derricks were eliminated since all 
sections of the wall could be installed 


Top: Alcoa administration building has 9/2 іп. wall 
comprised of cast aluminum panels backed by light- 
weight concrete slabs. Center: precast slabs, poured 
on the site, are removed from the molds. Bottom: 
size and lightness of slabs makes them easy fo handle 
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Above: backup panels for Alcoa build- 
ing are tied together with steel rod 
dowel pins; open space around pins 
and between panels is later filled with 
mortar. Below: aluminum foil, cemented 
lo inner face of panels, is the vapor seal 


Alice Cook Photos 


Upper left: 4-in. thick lightweight concrete panels, made with calcined 
diatomite aggregate, are set on top of spandrel beam in a special 


mortar. Right: corrugated, aluminum panels are easily fastened to the 


spandrel beams by means of cast anchors, cutting erection time 


from within. Erection time was speeded 
through the use of cast anchors on each 
aluminum panel which were fastened 
directly to the spandrel beams. 

The doweled, precast slabs, reinforced 
with wire, were designed to withstand a 
wind load of 60 lb. per sq. ft. on a 10 ft. 
span and to conform with the New 
York City building code. 

Cost of the backup wall was $1.00 per 
sq. ft., erection costs 38 cents per sq. ft., 
and furring and plastering costs were 25 
cents per sq. ft. 

All slabs were poured on the site, 
using a mix ratio of one part Portland 
cement to six parts aggregate. They can, 
however, be shipped without difficulty. 

The slabs can be used in exterior or 
interior non-bearing walls, but should be 
protected in exterior uses by some 
weather-resistant material. The weight 
of this light concrete is about one-half 
the dry installed weight of regular con- 
crete. And a 6-in. thick wall of it 
conducts only one-fourth as much heat 
as regular concrete. Depending on the 
proportions used, it has a compressive 
strength of from 1000 to 1500 psi. The 
concrete made with calcined diatoma- 
ceous earth is said to mix well in stand- 
ard mixers without segregation. 

Tests over a period of several years to 


develop the backup wall for the Alcoa 
building were conducted by the build- 
ers, George A. Fuller Co., with their 
chief engineer, Peter Dejongh, in 
charge. 

Calcined diatomite concrete slabs 
have also been used by the Fuller Co. in 
the General Cable building, St. Louis, 
Mo., and in a hospital now under con- 
struction at Bradford, Pa. They are 
proposed for use in the 30-story Alcoa 
skyscraper, scheduled to be built next 
year in Pittsburgh. 


Lightweight Blocks for Curtain Walls 


Lightweight blocks, 4 by 8 by 16 in., 
formed the backup wall in the Em- 
ployers’ Casualty Insurance building 
in Dallas, Texas. In this building, 17,000 
of the blocks were used, made with the 
lightweight aggregate, perlite. The 
blocks are similar to ordinary cinder 
blocks, except they are only half as 
thick. A non-bearing wall built with 
them also has a 4-hr. fire rating, and is 
designed to meet the requirements of 
the New York City building code. The 
architect was George Dahl and the gen- 
eral contractor, James Stewart Corp., 
both of Dallas. 

Tt is expected that perlite will soon be 
used for the large slabs as well as blocks 
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by Albert London, Physicist 
National Bureau of Standards 


Washington, D. C. 


Principles of Sound Control 


The methods by which noise reduction 
may be obtained involve essentially 
three different procedures: (1) control 
of sound sources; (2) sound absorption; 
and (3) sound insulation, with which 
this article is mainly concerned. 

For any given situation, remedial 
action may be obtained by using the 
three methods singly or in combination, 
depending on the relative applicability 
and cost of each. 

As an example of the first procedure 
we may consider the case of a person 
who decides to build a house in which 
he wishes a minimum of noise from 
external influences. The simplest pro- 
cedure is for him to select a site which 
is inherently noise free. If he should 
choose to use a lot located on an arterial 
highway, he could not hope to cope 
with the traffic noise unless he were to 
use an expensive sound insulating 
scheme. Or again, if he desires to air- 
condition a room or rooms in his house 
he should choose a quiet operating unit 
rather than depend on an expensive 
sound absorbing duct, and might find it 
desirable to operate the unit at lower 
cooling rates to obtain quiet operation. 
And as still another example, the vibra- 
tion generated by mechanical and home 
equipment located in the basement may 
be reduced at its source by mounting 
the equipment on a suitable vibration 
insulating base. All of these examples, 
while more or less obvious, are typical 
noise troubles resulting from lack of 
planning, unwise selection, or from over- 
looking the control of sound at its source. 
It cannot be too strongly emphasized 
that the first step in noise reduction is 
the control of sound sources, by elimina- 
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NOISE REDUCTION IN DWELLINGS 


The lack of privacy resulting from transmission of sound and vibration through walls and 


floors of dwellings has become somewhat of a problem. Yet considerable technical acoustical 


knowledge in the design and construction of buildings is available, much having resulted from 


fundamental and applied research at the National Bureau of Standards. Dr. London, a physicist of 


the Bureau's Sound Laboratory, points out some of the general principles of sound control in this 


article, together with the applications of these principles to problems occurring in dwellings. 


tion, site selection, or choice of operating 
conditions for equipment, etc. 

When all possible steps for reducing 
sound at its source have been accom- 
plished, it is then advisable to consider 
the use of sound absorption or sound 
insulation to further reduce noise levels. 
Sound absorption and sound insulation 
are different and distinct physical phe- 
nomena and where the distinction be- 
tween the two occurs may be seen from 


‘the following illustration. In a factory 


where the din is terrific, workmen are 
subjected to the effect of incessant 
noise. And people who live in the neigh- 
borhood may complain about the un- 
bearable racket. Here there are two 
distinct problems to solve: one is to 
reduce the sound level within the build- 
ing to relieve the employees; the other 
is to prevent the noise from leaving the 
building in order to pacify residents in 
the vicinity of the factory. 

To set the neighbors at ease, the 
walls must be changed so that they 
become more effective sound insulators. 
It is possible to obtain better efficiency 
in several ways, one of which is to in- 
crease the weight of walls considerably. 
The heavier wall transmits less sound, 
but to secure the additional insulation 
desired a more complicated solution 
may be necessary. 

Such a wall does not, however, give 
respite to the workmen; the noise is 
still just as loud on the inside. The 
application of sound absorbing materials 
to the walls of the interior will effect a 
substantial reduction in loudness. Fur- 
thermore the use of absorption in the 
interior also aids in reducing the sound 
level outside the building and to the 
same extent as the inside. In this sense, 


the utilization of sound absorbents may 
be said to have some sound insulating 
value. However, since it is usually not 
possible to secure a reduction of more 
than 10 decibels by this means, it is 
necessary to make special provision for 
sound insulation. The decibel, for those 
not too familiar with the term, is the 
acoustician's yardstick for measuring 
sound levels and changes in sound level. 
One sound level is 10 decibels (db) 
greater than another if its sound energy 
or intensity is 10 times greater than 
the other; it is 20 db greater if it is 
100 times larger; and 30 db if it is 1000 
times larger. In other words, each time 
the ratio of sound energies is increased 
tenfold the sound level increases 10 db. 

Sounds at the upper limit where hear- 
ing becomes painful are 120 db greater 
than the sound levels at the threshold or 
limit of audibility — an energy ratio of 
1,000,000,000,000 (one million million). 
At the upper limit, sounds of this in- 
tensity are painful, while at the lower 
limit the sound is just barely heard. 

In addition to specifying sound level 
differences it is often necessary to state 
the actual value of a given sound in- 
tensity. For this use, it is customary to 
use a decibel scale in which 0 db is very 
close to the threshold of hearing, and 
120 db is the threshold of pain. On this 
scale the sound level of a purring cat is 
25 db, normal conversational level about 
50-70 db, subway noise 90 db. Sound 
levels as large as 150 db have been 
measured close to a V-1 type jet bomb. 

As has been mentioned, a basic dif- 
ference between the use of sound ab- 
sorbing materials and sound insulating 
constructions for reducing noise levels is 
that sound absorbing materials as us- 
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ually applied to a wall can at most 
reduce noise levels by about 10 db. 
Sound insulating constructions, on the 
other hand, may be designed which 
reduce noise levels as much as 55 to 60 
db and it is possible to go even higher 


than that with elaborate constructions 

While sound absorbing materials may 
not be very efficient in preventing the 
transmission of sound through walls 
they may be used to great advantage in 
reducing the reverberation of sound 


within a room. The reduction of rever- 
beration is not usually a problem in the 
small rooms of dwellings since there are 
sufficient sound absorbing materials 
present, such as rugs, drapes and up- 
holstered furniture, which readily ab- 


SOUND TRANSMISSION LOSS OF WALLS 


Weight* 
Ib./sq. ft. 


Transmission 
Loss Range, db 


Transmission 


Type of Construction Loss Ranga, db 


Type of Construction 


From To less than To less than 


. 4 in. hollow pumice cement block, по 
plaster on faces 10 15 


. 4-in. structural clay tile core ог 4-in. 
hollow cinder block. %-in. gypsum 


plaster faces 30 to 40 


. Single sheet of aluminum .025-in. thick 15 20 


Single sheet of %4-in. plywood 20 25 . 2 х 4 wood studs, Va-in. gypsum plaster 
25 faces on %-in. gypsum lath special nail- 
ing or resilient clip on plaster lath 
(Fig. 2) 


Single sheet of /-іп. fiberboard 20 
. Single sheet Y-in. glass 25 30 


. One sheet of l-in. cement-asbestos- 


cane fiber compositos board on 2 x 4 . 27 -in. thick partition; V2-in. fiberboard 


core attached to plasterboard by 


wood studs on one side only 
means of steel clips; М-їп. airspace on 


. Double wall, 4-in. fiberboard faces on 
2 x 2 wood studs 


each side of fiberboard; /2-іп. gypsum 

plaster faces (Fig. 3) 

. Heavy wooden door approximately 
2V^-in. thick; rubber gaskets, felt strip 
at bottom to close crack 


. Similar to "t"; a more efficent clip was 


used 
i. Single sheet of %4-in. plate glass . 4, 8, and 12-in. load-bearing clay tile 


%в-іп. gypsum plaster faces 37 to 65 


i- Ya-in. gypsum plaster on metal lath ол 


i -in. steel stud. 
eni sidef Miete . 6-in. wall; 2 x 4 staggered wood studs 


%-in. gypsum plaster on metal loth 
(Fig. 4) 


. Same as panel "a" with V2-in. gypsum 
plaster on one side only 
. 2-in. solid vermiculite plaster partition "-— 
. 4-in. reinforced concrete wall 
. Same as panel "a" with 2-in. gypsum 


plaster on both faces . Two 2-in. solid gypsum plaster parti- 


tions as in "n"; not in contact with each 
. 2-in. solid sum plaster partition и 
T Р other. Wall thickness 4\0-їп. 
. Ya-in. gypsum plaster faces on metal, 

wood, or Ya-in. gypsum lath nailed to 


2 x 4 studs 


. 5-in. partition, %-in. gypsum plaster 
faces on metal lath, fastened to special 
metal studs, glass insulation board be- 


. Same as "f" with composition board оп téeeristud and теа! lath Fig. 5] 


both sides of studs 


. %-in. plasterboard faces on 2 x 4 studs ‚ 8-in. brickwalls, У-іп. gypsum plaster 
faces 


. 7V^-in. thick panel, 2 rows 2 х 2 studs 
Y2-in. fiberboard set loose in 2-in. space 


. Two 4-in. brickwalls or two 4-in. con- 


between rows of studs; %-in. fiber- 
board on outer faces of studs (Fig. 1) 


crete walls separated by a 3-in. air- 


space greater than 55.0 * 


* This is the weight in pounds per square foot of surface of the construction. 

Т. Varies considerably with design of clip and weight of panel. Some constructions with clips may be slightly less than 40 db. 
2. One particularly efficient clip resulled in a loss slightly greater than 50 db. 

3. This panel gave a loss of 49.8 db. Other staggered stud constructions are somewhat better than 50.0 db. 

4. This result 5 estimated. No measurements available. 


The ratings given are usually the most probable range of values 
to be expected from a given class of partitions, buf some fes! 
results may fall slightly outside of this range. Minor variations 
in weight or method of construction cause some fluctuation in the 
resulis so that it is more pertinent to group the results into 
transmission loss intervals of 5 decibels. 
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sorb sound. Consequently the use of 
absorbing materials in dwellings will 
not be discussed in any great detail in 
this article.* 


Sound Insulation Ratings of Walls 
and Floors 


A measure of the sound-insulation 
efficiency of a wall or floor structure 
may be obtained by determining the 
sound-transmission loss in decibels. The 
latter is merely an expression of the 
amount by which sound energy incident 
on a wall or floor between two rooms 
is reduced by its passage through the 
wall or floor. 

Whether a given partition or wall will 
provide adequate insulation depends to 
a large extent on the existing noise 
levels in the spaces or rooms separated 
by the wall. For average conditions in 
apartment buildings and other dwelling 
units, it has been found that a wall or 
floor having an average transmission 
loss of 45 db will reduce conversation at 
normal speech levels to inaudibility. 


© For information on the use and ratings of such materials see 
National Bureau of Standards Letter Circular LC 870, Sound 
Absorption Coefficients of the More Common Acoustic Ma- 
terials, which is available free upon request from the National 
Bureau of Standords. 


Some housing projects have used parti- 
tions having a loss as low as 40 db. 
Under quiet conditions ordinary con- 
versation transmitted through a 40 db 
partition will be audible and partially 
intelligible. If the noise conditions are 
more severe than normal or if excep- 
tional quiet is desired it may be neces- 
sary to use a wall with a higher rating. 
Thus in the case of hospital partitions 
it is advisable to use a 50 db partition. 

Two important factors which deter- 
mine the transmission loss of a wall or 
floor are weight and method of construc- 
tion. For a homogeneous partition the 
sound-transmission loss increases slowly 
as the mass is increased. If the weight 
is doubled, the loss is increased by 
approximately 4 db. A homogeneous 
wall must be relatively massive to give 
satisfactory sound insulation. For ex- 
ample, a thin steel wall and a thick 
plywood wall having the same weight 
per square foot of construction surface 
would have approximately the same 
transmission loss. Furthermore, the 
sound transmission loss of a homo- 
geneous wall is, to a large extent, inde- 
pendent of the wall material, provided 
the material is not porous. 


Efficient sound insulating structures 
without excessive weight may be con- 
structed by connecting the individual 
lamina in the partition as loosely as 
possible. Wood-stud partitions finished 
with plaster or plasterboard lath fastened 
with resilient spring slips are examples 
of this type of construction. Also stag- 
gered stud constructions, in which two 
sets of independent studs are used, one 
for each face of the wall, is another 
example of a loosely coupled wall. 

The question often arises as to the 
utility of installing a sound absorbing 
blanket or fill in an airspace of a double 
wall. Extensive tests indicate that only 
for light walls is a decided improvement 
obtained. For walls of moderate weight 
there are usually solid sound conducting 
paths in the nature of studs, nails or 
other connections. The fill in the air- 
space, therefore, is not very effective, 
at most only a 2 to 4 db improvement 
being obtained. Consequently, the use 
of such a fill is not recommended from 
the cost viewpoint. If fill is required, 
however, for thermal insulation, it should 
not be packed too tightly in the space 
since it may cause an actual increase in 
transmitted sound as a result of tying 


Figs. 1 to 5 below illustrate wall constructions listed in the table opposite for reducing the transmission of airborne sound. Fig. 
7 shows a floor-ceiling construction for insulation against impact or tapping noises. The rough and finished floors are laid on 
fiber board through the use of nailing strips instead of directly on concrete; similarly, the ceiling is suspended by wires 
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А – PLASTER 
B — PLASTER BOARD 
C — FIBER BOARD 


- PLASTER 
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the walls together more solidly. 

Variation in kind and proportion of 
plaster has no decided effect on the 
sound-insulation efficiency provided the 
weight of the panel is approximately the 
same. Lime plaster is an exception. In 
comparable sound-transmission tests, 
lime-plaster partitions have shown 
higher sound-insulation efficiencies than 
gypsum plaster partitions. Apparently 
this is caused by the greater internal 
friction resulting from the softness of 
the lime plaster. Recently lightweight 
plaster aggregates which have heat- 
insulating value have been investigated. 
On an equal thickness basis these are 
poorer sound insulators than gypsum 
plasters, since they are lighter in weight. 
On an equal weight basis, they probably 
are as good or even better than gypsum 
plaster walls. 

In addition to insulating against air- 
borne sounds it is necessary to prevent 
the transmission of impact sounds. Air- 
borne sounds are those that originate 
within a room or space, are carried 
through the air, and then through walls, 
partitions, or floor. Impact sounds are 
those caused by tapping or other me- 
chanical contacts, such as heel clicking. 
Floor or other constructions may be 
good insulators against airborne sounds, 
but very poor insulators against impact 
sounds. The type of floor and surface 
treatment determines the effectiveness 
of the construction in providing insula- 
tion against tapping noises. Soft cover- 
ings may be applied to floors to reduce 
such noises. In addition, so-called float- 
ing floors may be used in which resilient 
fiber board or blanket units are inserted 
between the rough and finish floors of 
the construction. 

In the table on page 142, the airborne 
sound-transmission losses of some typi- 
cal walls are listed. The ratings are 
average transmission losses for audio 
frequencies. Figures showing the con- 
structions in question are included where 
necessary. The entries summarize the 
results obtained on some 250 wall and 
floor constructions investigated by the 
National Bureau of Standards. 


T For complete details see National Bureau of Standards 
Building Materials and Structures Report, ВМ517 ond Supple- 
ments Nos. 1 and 2, which may be obtained from the Super- 
intendent of Documents, Washington 25, D. C. for 35€ a set; 
and also Technical Report on Building Materials, TRBM44, 
Fire-Resistance and Sound-Insulation Ratings for Walls, 
Partitions and Floors, which is available free upon request from 
the National Bureau of Standards, Washington 25, D. C. 
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It may be of interest to analyze some 
of the data of the table since it will serve 
to illustrate some of the principles in- 
volved. The poor insulating qualities of 
a moderately massive wall which is 
porous is evidenced by the results on 
panel “а”. In this case the sound is 
transmitted through the pores, the mass 
of the wall having little effect. When 
the wall was plastered on one side, the 


„transmission loss (TL) increased ap- 


proximately 20 db (panel "k") and 
when both sides were plastered, its TL 
range was increased to the 35-40 db 
class (panel m"). This indicates the 
importance of having a truly impervious 
partition with no air leaks. Thus, cracks 
around a baseboard, cracks due to elec- 
trical outlets, or to plumbing pipes pass- 
ing through a wall should be carefully 
sealed. 

Panel “h” shows that even a fairly 
heavy door is a poor insulator. The 
only safe way to remedy the situation 
is by the use of two doors in a double 
door combination. Here too, cracks be- 
tween the door and jamb and bottom 
sill should be carefully treated or closed 
off by felt or batten strips. Glass win- 
dows in a wall are also weak links in an 
otherwise good wall. Double-glazed or 
double windows are required if the sound 
insulation effectiveness of a wall is not 
to be seriously weakened. 

It should be noted that a double wall 
is not twice as effective as a single wall. 
Thus on comparing panel “f” with panel 
"p" we see the rating improved in the 
latter panel only by about 10 db. How- 
ever, the rating for a double wall tends 
to approach twice that of a single wall 
as the distance between walls increases. 
If instead of the 4-in. airspace used in 
panel “p”, a 6-ft. airspace were provided, 
it is probable that the TL of the double 
wall would be twice as large as that of 
the single wall. 

In the case of floors, airborne trans- 
mission loss measurements show that 
conventional floors usually have losses 
greater than 40 db. Inasmuch as they 
are generally thick and massive and 
have non-continuous elements or layers 
built into them many of them have losses 
in the range of 50-60 db.** 


*** No attempt at grouping floors into classes having a 5 db TL 
range has been made because of the many variations and 
modifications used in the floor constructions. For constructional 
details on floors the original reports BMSI7 and supplements or 
TRBM44 should be consulted. 


In insulating against impact or tap- 
ping noises, the important consideration 
is to provide non-continuous elements 
in the floor so that the vibration caused 
by the impact does not have a continu- 
ous sound-conducting path. Such a con- 
struction is illustrated in Fig. 6 which 
comprises a floor “floated” on fiber- 
board and a ceiling suspended by flexible 
wires. This construction is not only an 
effective airborne sound insulator, its 
loss being in the range of 65-70 db, but is 
also effective against impact noises (50 
db tapping loss). 


Acoustical Design Applied to Single 
Dwellings 


In planning any type of building con- 
struction, whether it is a single or mul- 
tiple dwelling unit, auditorium, meeting 
hall, office building, or hospital, it is 
extremely important to include appro- 
priate acoustical design in the initial 
plans. Usually it is not possible to 
remedy existing acoustical defects by 
the application of magic "soundproof- 
ing" to the walls of a room. The term 
“soundproofing” is frequently misused, 
as a consequence of which it is not 
always clear whether reference is being 
made to sound absorbing materials or 
sound-insulating constructions. In fact, 
it may be impossible to apply acoustical 
correction without drastic remodeling 
or extensive remedial action. 

For single dwelling units, the first 
consideration is to keep the house as 
far away from external noise sources as 
possible. Shrubbery, if extensive, may 
be of some assistance in reducing sound. 

With respect to construction of the 
house, there are two distinct, problems 
— selecting exterior walls which will 
provide adequate insulation for noise 
outside the house and choosing partition 
walls and floors in the interior which 
will assure adequate privacy. The ex- 
terior walls should be of such a type 
of construction that the sound level in 
bedrooms and other quiet rooms during 
the evening and early morning hours 
will not exceed 30 db. This refers to 
quiet neighborhoods. In the case of 
noisy districts it may be necessary to 
increase the upper limit to 40 db. This 
means that for quiet neighborhoods the 
wall loss should be at least 45 db. 

An effective wall construction from 
an acoustical standpoint may be com- 
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pletely destroyed by cracks such as 
those caused by settling of a brick wall, 
shrinking of wood, or other openings in 
the wall. Thus it will not be possible to 
maintain a low interior noise level if 
windows are kept open. In fact, the use 
of windows of single panes of glass 
installed in an 8-in. brick wall materially 
reduces the insulation effectiveness of 
the wall, in which case it may be found 
desirable to install either double windows 
or those having double panes of glass. 

Large picture windows made of single 
panes of glass will greatly reduce the 
effectiveness of a 45 db wall. They 
should be double glazed if possible, not 
only for sound insulating purposes but 
also for thermal insulation. On the other 
hand, windows made of 47-in. thick 
glass bricks have a transmission loss of 
41 db, so that this type of window or 
wall is much better than a single glass 
pane. 

Doors must be fitted into their casings 
quite snugly if sound leaks are to be 


One method to get sound insulation be- 
tween multiple dwellings units is the 
massive core construction shown at right. 
In each "'cell" a secondary box of the 
types shown below is built and subdivided 
into the desired number of rooms. 
At left, below is a rigid, self-supporting 
box, supported on the core structure by a 
floating floor. At right, below is shown 
a box with suspended ceiling, loosely 
coupled wall, and floating floor. The 
massive core also can be constructed so 
that an air space separates each cell 


CEILING JOISTS 


H- WOOD STUD WALL 


FLOATED FLOOR 


avoided and should be fairly heavy and 
substantial to be good sound insulators. 
In cases where houses are located near 
areas carrying heavy truck, trolley car 
or train traffic, there may be consider- 
able ground vibration which will shake 
the house. In order to prevent the trans- 
mission of this vibration it would be 
necessary to pour the footings of the 
house on aresilient bed of suitablenature. 

With respect to the interior construc- 
tion of the dwelling, room placement ac- 
cording to function is of considerable 
importance. For example, quiet rooms, 
such as bedrooms, should be located in 
the same general area. If it is necessary 
to locate a noisy room next to a quiet 
one, a suitable partition having at least 
a 45 db loss should be installed between 
them. In addition, if privacy is required 
between bedrooms it is believed that 45 
db partition walls should be used. 

An attic usually provides adequate 
insulation against penetration of out- 
side noises to lower floors of the house 


Sy 


by way of the roof. A fairly substantial 
ceiling at least equivalent to 34-in. plaster 
should be provided. 

Similarly, it is often the case that no 
ceiling will be provided in the basement. 
Noise due to mechanical equipment 
which may be located in the basement 
will readily be transmitted through a 
construction consisting only of a rough 
and finish floor nailed to joists. It would, 
therefore, be advantageous to install a 
ceiling on the underside of the floor 
joists. Fiber board ceilings are often 
used in basements, but are too light- 
weight to be very effective. A fairly 
massive ceiling, equivalent to L4 to 34 
in. plaster and suspended by flexible 
hangers or wires is more effective than 
one directly attached to the joists from 
both sound insulation and fire protection 
standpoints. 

For reducing the transmission of vi- 
bration caused by mechanical equip- 
ment in the basement, it may be neces- 

(Continued on page 184) 
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TECHNICAL NEWS AND RESEARCH 


HARDWARE-1: Hand of Doors, Casement Windows 


O 


By Seymour Howard, Architect, in cooperation with American Society of Architectural Hardware Consultants 


RIM LOCK 


Conventions for the hand of hardware А n 


OUTSIDE 


must be determined accurately so that 
there is no misunderstanding between 
specification writer, dealer and manu- 
facturer. 

Hardware in general may be: 
(1) Universal: can be used in any posi- 

tion (example, door stop) 

(2 | Reversible: can have “hand” changed 
by revolving from left to right or by 
turning upside down or by reversing 
some part of the mechanism (ex- 
ample, many types of locks and 
latches) 
Handed (Not Reversible): can be 
used only on doors of the hand for 
which designed (example, most 
bevel or rabbeted front locks and 
latches, loose-joint butt hinges). 

Although the hardware item specified 
may be reversible, or even universal, it is 
safe practice to state the hand com- 


pletely, in accordance with the conven- RIM LOCK 
tions shown here. 
For all doors (except casements and 


doors with cremone bolts) the hand is 

determined from the outside. The out- 

side is the side from which security is CUTsIDE й 
necessary. In a series of connecting 
rooms (as for a hotel suite) the outside 
will be the side of each successive door as 
you come to it proceeding from the en- 


trance in. For two rooms of equal im- 

portance with a passage between, the LEFT HAND RIGHT HAND 
. ° . HAND LEFT HAND 

outside is the passage side. = 


MORTISE LOCI4 


OUTSIDE 


LEFT HAND RIGHT HAND 


(3 


MORTISE LOCK 


OUTSIDE 


n 


% 


LEFT HAND REVERSE BEVEL RIGHT HAND REVERSE BEVEL 


Strictly speaking, the door itself is IRE ӨБ 
only night or left hand; the locks and OPENING OUT OPENING IN 
latches may be reverse bevel. However CASEMENT WINDOWS - SPECIFY WHETHER IN- OR OUT- OPENING 
. . . 1 h ALSO APPLIES TO CREMONE BOLTS 
it is best to include the term reverse NOTE-THESE CONVENTIONS ARE EXACTLY OPPOSITE TO THOSE FOLLOWED BY THE METAL WINDOW INSTITUTE 


bevel and to specify in accordance with 
the conventions shown here. This will 
prevent any confusion over which side is 
the outside, particularly important 
when “split finishes” are desired. It will 
place the responsibility for the correct 
choice on the hardware dealer or manu- 
facturer. 
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PRODUCTS for Better Building 


DISPLAY RACKS, CASES 


Architects Walter Wurdeman and 
Welton Becket have designed a new 
modular system of display racks and 
cases, utilizing only eight basic modules, 
which is said to be flexible enough to 
provide all the display and counter 
fixtures needed to equip an entire store. 

Components of the Wur-Ket unit in- 
clude three large open chassis, four in- 
serts and a frame for converting the 
inserts into counters. The chassis are 4 
ft. wide and come in heights of 4 ft. 8 in., 
5 ft. 6 in. and 6 ft. Glass tops and open 
sides are used, and each chassis can be 
quickly fitted with either hanging rods 
or glass display shelves. 

The inserts, wooden cabinets fitted 
with doors or drawers, are all 22 in. in 
depth and are designed to fit securely in 
the chassis without being bolted in place. 
Two smaller inserts can be quickly con- 
verted into counters by being placed in 
a wooden *'saddle. " 

The modular display racks and cases 
will be introduced for the first time in 
Buffum's new store in Santa Ana, Calif. 
and are being made by the Wavell Fix- 
ture Co., Long Beach, Calif. 


PLASTIC-LAMINATED PANELS 


Lamidall wall paneling consisting of 
a decorative pattern impregnated on a 
base of tempered Presdwood and cov- 
ered with a plastic surface is reported to 
withstand heat, cold, moisture, abrasion 
and impact. It is also said to be unaf- 
fected by water, soap, beverages, fruit 
juices, alcohol and common solvents, 
and is claimed not to crack, chip or peel. 

Panels can be applied by nailing or 
cementing. They are available in a full 
range of sizes up to 4 by 12 ft. in a 
selection of colors, patterns and wood 
grains. Service Products Div., Woodall 
Industries, Inc., 2035 S. Calumet Ave., 
Chicago 16, Ill. 


PLASTIC TAPE FOR VENETIAN 
BLINDS 


A plastic tape recently developed for 
use with Venetian blinds is reported to 
be resistant to fading, weathering, 
stretching, shrinking, heat or cold and to 
be completely washable. 

Another advantage claimed is that the 
colors are more brilliant than can be 
secured in fabrics because pigments are 
used rather than dyes. 

The tape is of vinyl plastic reinforced 
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with pre-shrunk threads, and thus is 
expected to last as long as the blind 
itself. Hunter Douglas Corp., 150 Broad- 
way, New York 7, N. Y. 


CONCRETE WALL PANELS 


Two different types of insulated, con- 
crete wall panels have been developed 
recently in Canada. The first is a sand- 
wich panel having a 2 in. core of cellular 
glass covered by 2 in. layers of concrete 
(described in June Products for Better 
Building). In the other system, panels 16 
in. wide and room height, insulated with 
aluminum foil, are used (shorter panels 
are used under windows). The panels are 
bolted together on the job and are keyed 
together with waterproof mortar. The 
reflective insulation is furred out from 
the panels and a furring strip separates 
the interior finish from the insulation; 
thus there are two air spaces provided. 

With specially designed form clamps, 
a reinforced concrete beam is poured at 
the top of the panels and window and 
door lintels, thus tying all the panels 
together. The first type is being manu- 
factured by Creaghan & Archibald Ltd., 
393A Fleet St., W., Toronto, Canada. 
The second type is made by Sa-Co 
Panels Ltd., 227 Lakeshore Rd., Humber 
Bay, Ontario. 


SMOKE DETECTOR 


A Mulli-Space Smoke Detector now on 
the market is intended for early fire 
detection in unfrequented plant areas, 
vaults, or warehouses where fire may 
smoulder and produce smoke long before 
flames actually break out and produce 
enough heat to actuate other types of 
protective devices. 

In each protected zone, one or more 
accumulators are installed at the ceiling. 
These accumulators are connected to 
piping that leads to a control cabinet. 


P " 


Crane hoists sandwich-type precast panels 
into place (above). Derrick is used with 
16-іп. panels of another system (below) 


Samples of air picked up by the accumu- 
lators are passed through an analyzer, 
and if three or more per cent smoke is 
present in any sample, the fire alarm 
rings. Concentrations of smoke lower 
than 3 per cent set off a trouble alarm. A 
numbered zone wheel, visible through 
the control cabinet door, indicates where 
the trouble is. A clean-out valve in the 
control cabinet opens after each space is 
sampled, and clean air is drawn through 


(Continued on page 188) 


Left: modular display system by architects Wurdeman and Becket consists of eight basic 
components, of which six models are shown. Right: some of the possible combinations 
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MANUFACTURERS’ LITERATURE 


School Daylighting 


Betler Environment Through Daylight- 
ing in Schools. Takes up the use of metal 
windows in the design of daylighting for 
schools. The booklet covers this subject 
under the following headings: How to 
Determine the Potential Daylight Avail- 
able, How Metal Windows Provide the 
Best Source of Daylight Plus Controlled 
Ventilation, The Importance of Reflect- 
ance to Proper Daylighting, Basic Re- 
quirements for School Daylighting, How 
to Increase Illumination by Reflectance, 
Methods of Controlling Daylight Illu- 
mination. Other parts discuss orienta- 
tion, cost, maintenance, and remodeling. 
16 pp., illus. Metal Window Institute, 
806 Roland Rd., Cheltenham, Pa. 


Convectors 


National Art Convectors (Catalog No. 
555). Information on the construction, 
installation and operation of convectors 
in homes, stores, schools, offices and in- 
stitutions. The copper tube, aluminum 
fin, heating element used with the con- 
vectors is illustrated and described. 
Reinforced sheet steel enclosures for 
free-standing, semi-recessed or wall-hung 
convector installations are reviewed. 
Dampers and air chambers for use with 
these convectors are shown and their 
advantages outlined. Installation and 
engineering data are included, as well as 
drawings of piping used in connecting 
the convectors to steam or hot water 
systems. 16 pp., illus. The National 
Radiator Co., Johnstown, Pa.* 


Acoustic Telephone Booths 


Burgess Acousti-Booths (Bulletin No. 
172). Illustrates applications of sound 
insulated phone booths together with 
various models available. Describes 
acoustic construction. Price list is in- 
cluded. 6 pp., illus. Burgess-Manning 
Co., Libertyville, Ill. 


Corrosion- Resistant Metal 


Durimet 20 Corrosion Resisting Sheet 
d Plate (Bulletin 502). Lists properties 
of a special stainless steel, alloyed to 
possess a corrosion resistance higher 
than conventional 18-8 stainless steels. 
It is said to be especially suitable for 


* Other product information in Sweet's File, 1949 
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laboratory fume ducts, hoods, table 
tops, troughs, etc. Describes fabrication 
methods and includes table of standard 
gauges, sizes, weights and finishes. 8 pp., 
illus. The Duriron Co., Inc., Dayton 1, 
Ohio.* 


Rubber Floor, Wall Tile 


Stylized Floors- Walls of Rubber. Shows 
28 colors and variety of designs in Flexi- 
Flor and Wall-Flex — rubber wall and 
floor coverings. 4 pp., illus. The R.C.A. 
Rubber Co., Akron, Ohio. 


Hot Water, 
Controls 


Sarcotherm Weather Control (Techni- 
cal Bulletin No. 2). Covers centralized 
panel program control systems for hot 
water and radiant heating in apartment 
houses, offices, schools, etc. Schematic 
diagrams of boiler hookups and wiring 
diagrams are included along with speci- 
fications. Sarcotherm Controls, Inc., 
Empire State Bldg., New York 1, N. Y. 


Air Diffusers 


Type HU Anemostat Air Diffusers for 
Projection Unit Heaters (Bulletin 28). 
Explains operation and application of 
the Type HU air diffuser. Shows how it 
is used on vertical-discharge unit heaters 
for installation from 10 to 30 ft. above 
the floor. Also covered is the Type HU-4 
for installations 8 to 16 ft. above the 
floor to provide a broad downward air 
pattern. Dimensional data are listed. 4 
pp., illus. Anemostat Corp. of America, 
10 E. 39th St., New York, N. Y.* 


Radiant Heating 


Hollow Steel Doors, Frames 


U.S.F. Hollow Steel Doors and Frames. 
Features door applications typical of six 
multiple dwelling projects for which 
U.S.F. doors have been selected recently. 
Completetechnical data are included cov- 
ering types of doors available, door and 
frame sizes, fire test data, etc. 4 pp., 
illus. United Steel Fabricators, Inc., 
Wooster, Ohio. 


Explosion- Proof Hospital 
Equipment 

Appleton Hospital Equipment. Pic- 
tures and describes explosion-proof 
X-ray film illuminators, dead-end re- 


ceptacles and plugs, sealed switches, 
pilot lights, grounding units and electric 
clock. Specifications are included. 8 pp., 
illus. Appleton Electric Co., 1701-59 
Wellington Ave., Chicago 13, Ill. 


Tie-Wire 


Monel Tie-Wire. Outlines advantages, 
range of use, and installation of Monel 
Tie-Wire. Installation drawings and 
specifications are given for its use with 
suspended ceilings, partitions, floors 
and walls and as brick anchors, con- 
crete anchors and tile roof anchors. Vari- 
ous characteristics of the wire are listed. 
8 pp., illus. The International Nickel 
Co., Inc., 67 Wall St., New York 5, 
N Y: 


Non-Skid Coating 


Keep Floors Safe With Tread-Sure. 
Folder on an abrasive-filled plastic 
brush coating developed to produce an 
anti-skid surface on wood, concrete or 
steel deck. Describes properties, lists 
available colors and directions for ap- 
plication. Illustrates typical uses. 4 pp., 
illus. A. C. Horn Co., Inc., 10th St. & 
44th Ave., Long Island City 1, N. Y.* 


Food Freezing Equipment 


The Ultimate in Quick-Freezing Equip- 
ment (Bulletin No. 148-D). Describes 
operation and illustrates various types 
of tunnel freezers for handling all 
foods. A labeled diagram shows all the 
components of the tunnel freezer for 
both conveyors and push trucks. 4 pp., 
illus. Frick Co., Waynesboro, Pa. 


Awning Windows 


Lemco Series 62 Extruded Aluminum 
Windows — Awning Type. Folder lists 
standard types and sizes, architects' 
specifications and shows full-size sec- 
tions of aluminum awning-type windows. 
Installation details are also included, as 
well as details of the operating mecha- 
nism. 6 pp., illus. Croft Steel Products, 
Inc., Jamestown, N. Y.* 


Wood Applications and 
Properties 


(1) Idaho White Pine, Its Properties, 
Uses and Grades; (2) Enchanting Homes 
of Western Pines. The first book is one of 
a series on wood species grown and man- 
ufactured in the Western Pine Region. 
It reviews the properties, characteristics, 
applications and grades. Full page photo- 
graphs show typical pieces of each grade. 

The second pictures actual -paneling 
and interior woodwork of the three 


(Continued on page 200) 
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CONSOWELD 
SURFACES 


STAND UP TO 


The hard-working handsomeness of Consoweld 600 D FOR A 
Decorative Laminates makes them a highly satisfactory 
answer to almost any vertical or horizontal surfacing 
problem. Available in a wide array of smart patterns and 
colors, Consoweld combines functional beauty with 
permanence. It keeps its good looks year after year without 
the use of costly cleaners, painting or redecorating. In L | Ё E T | M Ё 
room and corridor walls, counter-tops, show cases 
and many other interior applications, 
Consoweld is the ideal surfacing material. 
Sweet’s File, Architectural, will give you 
complete details on Consoweld. Samples and bonding 
and fabrication data are available on request. 


{ í 
CONSOWELD PLASTICS DIVISION* CONSOLIDATED WATER POWER & PAPER COMPANY 
decorative laminates WISCONSIN RAPIDS 13, WISCONSIN 
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gracing one of New Mexico's fastest 
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fired, but with coal grates 


Boiler room of tbe new High School. 

Architect: Louis G. Hesselden, Albuquerque. 

Heating Contractor: Bonded Plumbing & H : Н 
Heating Co., Albuquerque. —The Fitzgibbons Boiler. 


MEMBER 


| Fitzgibbons Boiler Company, Inc. 
101 PARK AVENUE, NEW YORK 17, N. Y. 

| Send me the "D" TYPE Boiler Catalog. 

| Name: 

| 

| 

І 


Address: 


ONU ЖИ ЖООИ ОУ ИН СТГ Zone: 


tect. Puer = 


ALBUQUERQUE HIGH SCHOOL 


growing cities . . . 


THREE FITZGIBBONS STEEL BOILERS heat this 
new and impressive educational building in up-and- 


coming Albuquerque. The boilers are natural gas 


at hand for quick change- 


over should emergency require. 


The best buildings deserve ‘һе best in steel boiler heat" 


ARCH. REC.-OCT. 
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HARDWARE-2: Types of Locks and Latches 


(Continued from page 146) 


THUMB LATCH RIM LOCKS & LATCHES 


Oldest type; simple to install; difficult to adjust; may be padlocked. Case and strike both mounted on face of door and trim without 
Made generally. Often used instead of outside knob for period mortising; colonial design. 
front doors. 


OUTSIDE KNOB 


LATCH BAR 


KEYHOLE m AE 


ESCUTCHEON 
OUTSIDE 


GRIP 


GUIDE PLATE — 
boom 
PADLOCK EYES LATCH i 


SLIDE $TOP TO LOCK 


STRIKE PLATE OUTSIDE KNOB 


DEAD BOLT 


RIM STRIKE 


OTHER TYPES, SUCH AS RIM NIGHT LATCHES, OFTEN USED IN 
REMODELING WORK, 


MORTISE LOCKS & LATCHES 


Developed hisforically from rim types; large mortise makes for lengthy in- 
stallation in wood doors; hollow metal doors easily fabricated to template fo 

z И 4 . рани А ПАВВЕТЕО 
receive case, cylinder and spindle. Size of case and accessibility of mechanism CASE FRONT 
make economically possible the maximum number and variety of key and 
latch functions. Made generally. 


^ 
N BIT KEY 
CASE 
TYPICAL Lock ЅЕТ | STRIKE D E 
| CYLINDER COLLAR е o 
CASE FRONT CYLINDER LOCK 
DEAD BOLT " { 
Wise TYPICAL LOCK SET WITH RABBETED FRONT & LEVER 
LATCH BOLT З 
SS 0) HANDLE FOR DOUBLE, NARROW STILE DOORS 
@ 
STRIKE Q PIN CYLINDER KEY 
нов 
= 
LIP D 
(0) 
ROSE THIMBLE 
uc tock | SHANK OF KNOB 
OUTSIDE KNOB | EE 
| SPINDLE (ENGAGES HUB) 
| | ROSE (FASTENED то DOOR) TYPICAL KNOB 


SHANK (FASTENED TO SPINDLE) 
(Continued on page 153) 
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Everywhere 


Fs S 


Used би Foremost Guildings 


G-J E 
DOOR DEVICES 


1 A Complete Line 


2 Proved in Service 


3 Known for Distinction 


For Any School Door Requirement - 


At a Complete Price Range 


a/ Entrance Pia ЕЕЕ? 
a/ Vestibule Р E 1 


4/ Classroom = аа G-J 400 
м! Stairwell Concealed Transom Adjuster 


№ Gymnasium 
/ Closet 
vA Office 
/ Transoms G-J 21A 


ld \ Concealed Overhead Door Holder 


G-J 90 
Surface Type Overhead Door Holder 


5 
GLYNN-JOHNSON COAR 


G-J F-40 G-J FB-13 G-J WB-5 


Door Holder Dome Type Wall Type 
and Bumper Door Bumper Flush Bumper 


G-J 70 
Overhead Door Holder and Shock Absorber 


ЕД 07 L 


G-J F-20 G-J F-9 -J No. 4 


Door Holder Door Holder Hercules Door Holder | 
and Bumper and Bumper 


G-J 500 
Concealed Overhead Door Stay and Shock Absorber 


dances Е GLYNN-JOHNSON CORPORATION 


applications of these devices, 
refer to our general catalog. 


Builders’ Hardware Specialties for Over 25 Years 


4422 N. Ravenswood Ave., Chicago 40, Illinois 


LU MA 
CORPORATION 
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HARDWARE-3: Types of Locks and Latches 
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UNIT LOCKS BACKSETS & PROJECTIONS 


Complete factory assembly eliminates much adjustment on job. Unit slid NORMAL KNOBS 
into notch cut on job (wood) or prepared at shop (metal doors). Dead 
bolt may be omitted to make simple latch set to match. Lock-set also made 


without dead bolt but with button in inside knob to prevent outside knob KNOB PRO ECTION USUALLY 
h " 

from turning (for bathroom, bedroom, еіс.); made by relatively few ee" Te Ue 

manufacturers. 


KNOB DIAMETER USUALLY 
DOOR |PROJECTION 13⁄4" то 274" 


SCREWS, TAPPED INTO 
OUTSIDE ESCUTCHEON 


BACKSETS NORMALLY BETWEEN 
2378" AND 2 34" 


ESCUTCHEON PLATE 


(2 


LATCH cour E 


T3 
| 


NARROW BACKSETS AVAILABLE 
AS SHORT AS 1" FOR NARROW 
STILE DOORS, FRENCH DOORS, ETC. 
LEVER HANDLES USUAL WITH THESE 


EDGE OF 
boom 


KNOB 


EXTRA LONG BACI4SETS C5", 7", Io" 
AND UP TO HALF WIDTH OF DOOR) 
AVAILABLE FOR CYLINDRICAL 
LOCM. SETS. 


BACKSET 


DEAD BOLT 

CYLINDER LOCI4 

| OPERATES DEAD BOLT 
LOCIA SET INSTALLED LEVER HANDLES 

385g" 


LENGTH OF HANDLE VARIES 
FROM 2" TO 4" 
LENGTH 


DOOR PROJECTION 
PROJECTION OF LEVER HANDLES 
VARIES, FROM 1/8" TO 3" OR MORE 

NOTCH OR CUT-OUT IN DOOR (2"£ MOST USUAL) 


BEFORE INSTALLATION 


NOTE - LEVER HANDLES REQUIRE 
AUXILIARY $PRING IN MECHANISM 
TO RETURN HANDLE TO 
HORIZONTAL POSITION 


BORE-IN LOCKS & LATCHES (TUBULAR & CYLINDRICAL TYPES) 


Simple to install in wood doors; only two holes to bore and shallow mortise for 


case front; metal doors also can be easily fabricated to receive these types. 


CYLINDER LOCK ON OUTSIDE 


| LOCKING DEVICE CYLINDRICAL CASE 
ON INSIDE ROSE 
| TUBULAR | (FOR BATHROOMS, ees BUTTON IM n 
| oye BEDROOMS, вт.) | OR WAFER) LOCK CAN 
| (2 | ALSO BÈ USED HERE 
2 | 
DEAD © A LATCH | ES 
BOLT BOLT 
е 
TURN KNOB ROSE | 
RG | ON INSIDE | em DEADLOCKING 
N TUBULAR CASE TON BOE 
ES | TUBULAR DEAD LOCK ool ~ TUBULAR LATCH $ET CYLINDRICAL LOCK SET 
uw (LOCKING DEVICE OPTIONAL) ALSO AVAILABLE AS SIMPLE LATCH SET 
AVAILABLE WITH LONG (5", 77 lo" ETC.) BACKSET 
O SEPARATE TUBULAR LOCK SETS AND LATCH SETS MADE BY MANY MANUFACTURERS. THIS TYPE MADE TO DATE ONLY BY A 
FEW MANUFACTURERS. 
= 
ye ES 
С \ 
SO) | 
` f 
pas 
Pd 
А 
METHOD OF METHOD OF 
BORING HOLES BORING HOLES 
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AT 75... A MOST EFFECTIVE BEAUTY TREATMENT! 


new beauty « added sales with 


architectural porcelain enamel by 


seaporcel 


In the heart of Rochester, N.Y., stands 

the 75-year-old Three Sisters Building. 

Look at it before. Look at it today, with its 

handsome new facade of 

SEAPORCEL* Porcelain Enamel. 

Covered entirely with SEAPORCEL, in a 
WRITE TODAY for detailed harmonious blend of colors, the building 


information on applications, looks good . . . inviting to shop in! 
current jobs, and a free Fluted area, both elevations, is in buff 

“ a в . * 
sample of a “shaped” part semi-matte finish. Flat panels between windows 


in rich terra cotta finish. are light green. Protruding fin and sign 


background are white, with 
letters in burgundy semi-matte finish. 


Architects: 
5. E. CHAMBERS, Syracuse 
I. M. COHEN, Chicago 


seaporcel 


METALS, INC. 


28-24 BORDEN AVENUE, ; 
LONG ISLAND CITY 1, N.Y. SEE OUR 


Complete A. F. of L. Metal Fabricating & Enameling Shop й 
Also manufactured оп the West Coast CATALOG ИЧ 
SEAPORCEL CORPORATION OF CALIFORNIA SWEET S 


Represented by McFarland Co., 


1206 West 7th St., Long Beach 5, Calif. *Reg. U.S. Pat. Off. 
. U.S. Pat. Off. 
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the new highway are planned to provide 
easy access to the Embankment. 


Acme Photo 


George Howe, F.A.1.A 


NAMED TO YALE POST 


George Howe, F.A.I.A., of Philadel- 
phia and co-designer of the first modern 
office building in the United States, has 
been appointed chairman of the Yale 
University Department of Architecture. 
He succeeds Harold D. Hauf, recently 
named editor-in-chief of the ARCHITEC- 
TURAL RECORD. 

Mr. Howe will join the Yale faculty 
upon completion of his present work in 
Italy where he is serving as architectural 
adviser to the American Academy in 
Rome and as architect to the American 
Consulate in Naples. In 1932 with Wil- 
liam Lescaze, he designed the 33-story 
Philadelphia Savings Fund Society 
building, first air conditioned modern 
office building. Mr. Howe is also well 
known for his work with the Public 
Buildings Administration during the war 
and with low-cost and wartime housing 
projects. He is a graduate of Harvard 
University and the École des Beaux Arts. 


AEC SUBURBAN HOUSING 


New procedure in planning and con- 
struction of a self-contained community 
has been developed with the building of 
White Rock, N. M., first of a number of 
suburbs to be constructed outside Los 
Alamos, the Atomic Energy Commission 
wartime atomic city. 

Completed in less than eight months 
after breaking of ground and costing less 
than half the unit cost of any known 
housing project built by government or 
private industry in the semi-permanent 
type field and under like conditions, the 
project is a community of real homes, 
dormitories, trailer areas and contains a 

(Continued on page 156) 
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4 14-Watt 
15” Type F Lamps 


these 4 modules 
are the "building 
blocks" of the 
Mitchell Module 
Lighting System 


1 32-Watt 
E Lamp, & 1 PAR Spot 


or Flood Lamp 


4 40-Watt T-12 
48" Type F Lamps 


4 75-Watt T-12 
D 425 Milliamp 


Slimline Lamps 


Write today for the free 20-page 
MODULE brochure which gives 
every detail of this revolutionary, 


new lighting development. Use 
coupon at right. 


| Attention: 


REG. U. S. PAT. OFFICE 


Revolutionizes Commercial 
Lighting Installations! 


For the First Time! All the Advantages of 
the Finest Custom-Fitted Installations Using 
Low Cost, Simply Installed Stock Units! 


It’s amazing! See what these 4 simple, low-cost 
“building blocks of light" accomplish for the first time! 
Custom-fitting MITCHELL MODULE makes possible un- 
limited 90° lighting patterns, fits any ceiling regard- 
less of shape or size, mixes all light sources in one 
harmonious system, provides equal low brightness 
throughout. MODULE really puts the light where it’s 
needed— is recognized and acclaimed by leading au- 
thorities as truly superior lighting. There’s never been 
anything like it before. For full details, write today. 


Only MITCHELL makes MODULE 


MITCHELL MANUFACTURING COMPANY 
2525 М. CLYBOURN AVE., CHICAGO 14, ILLINOIS 


Send full details on MITCHELL MODULE. 


| Firm Name 


Address 


СЙ a ons State. 


© 


Tough, elastic, enduring— 
Rust-Oleum defies rust- 
producing conditions years 
longer—protects the struc- 
tural strength of steel. 


Industry-proved Coating Rustproofs Metal 
Against Moisture Damage in Sealed Spaces 


For structural protection, specify the use of Rust-Oleum on all iron and 
steel — particularly in inaccessible areas where condensation causes rust. 
Rust-Oleum positively stops rust and adds years of life to structural mem- 
bers, pipes, sheet metal, etc. which are difficult or impossible to reach in 
normal maintenance. 


Indoors or out — Rust-Oleum seals metal with a tough, pliable, destruc- 
tion-proof coating. Originally developed to resist the highly corrosive 
effects of salt water and salt air, under tough sea-faring conditions, Rust- 
Oleum gives lasting protection where ordinary materials fail. It's your best | 
answer to all rust problems. 


We will gladly offer specific recommendations on Rust-Oleum appli- 
cation and uses, if you will give us full information as to technical 
requirements. See the complete Rust-Oleum catalog in Sweet's, or 
write for a copy. 

PERSONAL — Do you have a rust problem? We'll be glad to send a 


free sample for a test application on your car or at home. Be sure to 
state color preference. There is no obligation, of course. 


Rust-Oleum is available tbrougb indus- 
trial distributors in most principal cities 


CORPORATION 


2479 Oakton Street Evanston, Illinois 
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church, school, police and fire station, 
post office and all stores needed to sup- 
ply goods and services for a city of 5000 
population. 

A complete operating procedure was 
planned in advance by the New Mexico 
Housing Co., of Santa Fe, which served 
as architects and engineers. Walter W. 
Cook & Associates, architects and en- 
gineers, of Dallas, and Carter and Bur- 
gess, engineers, of Fort Worth, served as 
associates on the project. 

With $4 million available for the con- 
struction the bids received were enough 
less than that to provide addition of 40 
more houses, several more buildings 
in the service center and, with the amount 
left over, to bring water and electricity 
to White Rock from Los Alamos. Cost 
comparisons revealed that the project 
was constructed at a unit cost of $1010 
per occupant or $2080 per worker housed. 

All residential units contain pre-cut 
and panelized floors, walls (including 
both exterior and partitions), ceilings, 
roofs and gables. Interior finish was ply- 
wood in all but staff houses which con- 
tained sheet rock. All houses had double 
flooring. Exterior finish was asbestos 
shingle and all roofs were of composition 
shingle. 


Fennar Photo 


New voluntary hospital at Greenwich, 
Conn. By Skidmore, Owings & Merrill 


NATIONAL HOME WEEK 


National Home Week, sponsored by 
the National Assn. of Home Builders, 
was celebrated Sept. 11-17 in communi- 
ties throughout the nation with displays 
of newest construction methods, how 
homes are built, how whole neighbor- 
hoods are developed and what the new- 
est homes contain in furnishings and 
decoration. Apartment projects as well 
as individual houses were displayed. In 
Chicago, 90 new homes, completely 
furnished, went on display. In Pitts- 
burgh a show was put on by the use of an 

(Continued on page 158) 
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Floor of Northern Hard Maple, 80 x 100 
feet, a dual-purpose innovation which 


combines 


recreation. Egg: 


gymnasium 
skating rink, at Archbishop Stepinac 
High School, White Piains, N. Y.—an 
interesting development in supervised 


and roller- 


ers & Higgins, Architects, 


New York, N. Y. 


in the bright beauty, endurance and economy of 


Good Judgment 


NORTHERN HARD MAPLE 


Formed to conserve the natural supply and 
to raise and stabilize the mill standards of 
genuine Northern Hard Maple Flooring, the 
MFMA has, naturally, watched and recorded 
for many years the performance of the thou- 
sands of fine Maple Floors that have been 
laid in American institutions, residences, 
stores, offices and factories. 


MFMA records prove that true economy 
and thorough satisfaction are assured by a 
well-laid, properly-finished floor of Northern 
Hard Maple. Iż reflects good judgment. Northern 
Hard Maple is close-grained, tough, strong, 
rigid. It is truly resilient. It is amazingly 
resistant to denting by pointed impact or 
pressure, and to abrasion by scuffing. It is 


non-splintering. It is readily stained to many 
varied tones, and it is brightly beautiful 
without any stain. 


Second Grade, Second-and-Better Grade 
and Third Grade Northern Hard Maple, 
MFMA-marked, provide very appreciable 
economies, too, at no sacrifice of performance 
characteristics. 


For full data, see Sweet’s, Arch., 13/g/6— 
Eng., 4/5/22. Write for latest listing of 
MFMA-approved finishing products and 
processes. Address— 


MAPLE FLOORING MANUFACTURERS ASSOCIATION 
Room 363 —46 Washington Boulevard 
Oshkosh, Wisconsin 


FEN AARD MAPLE 


BEECH AND BIRCH 


FLOOR WITH 


ix 
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When you specify Michaels “Time-Tight” Display Cases you may 
be sure of perfection in exhibition. In Michaels cases exhibits 
stand out like jewels in a beautiful setting. Visibility is perfect 
from every angle. Displays are kept clean and safe, too, because 
Innerlocking Frames, an exclusive feature, keep exhibits free 
from dust, and prevent handling or theft. Michaels ““Time-Tight” 
Cases are available in a wide range of styles and sizes to meet 
virtually all exhibition requirements. Or special cases will be 
designed to meet individual specifications. 


Every architect should have a complete file on Michaels “Time- 
Tight" Display Cases. Write for literature containing details on 
structural features, case styles, various lighting arrangements and 
other specifications. 


MICHAELS PRODUCTS 


Bank Screens and Partitions 
Welded Bronze Doors 
Elevator Doors 
Store Fronts 


Astragals (adjustable) 
Stair Railings (cast and wrought) 
Wrought and Cast Radiator Grilles 
Grilles and Wickets 


Lettering Kick and Push Plates 
Check Desks (standing and wall) Push Bars 
Lamp Standards Cast Thresholds 
Marquises Extruded Thresholds 


MI-CO Parking Meters 
Museum Trophy Cases 


The MICHAELS ART BRONZE Co., Inc., 234 Scott St., Covington, Ky. 


* 


Tablets and Signs 
Name Plates 
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outdoor exposition area for displays in 
county fair manner. San Franciscans 
combined their event with "'garden 
week” for a colorful combination. 


HOBART BROWN UPJOHN 


Hobart Brown Upjohn, Architect, 
died Aug. 23 in Scarsdale, N. Y. He was 
ТӘ, 

Mr. Upjohn was a graduate of Stevens 
Institute of Technology and the Poly- 
technic Institute of Brooklyn. He was 
head of a firm founded at New Bedford, 
Mass. in 1833 by his grandfather, Rich- 
ard Upjohn, who designed Trinity 
Church in New York in 1839. Himself 
noted for his church work, Mr. Hobart 
Upjohn in 1935 supervised the restora- 
tion of the Trinity Church tower and in 
1932 drew the plans for All Souls Uni- 
tarian Church in New York City. Mr. 
Upjohn was awarded the diploma of 
merit at the International Exposition at 
Turin, Italy, for the Village Chapel at 
Pinehurst, N. C., the Chapel of the 
Cross at Chapel Hill, and the library at 
North Carolina State College. 


ON THE CALENDAR 


Through Oct. 10: 3rd Annual Chicago- 
land Home and Home Furnishing Festi- 
val, Chicago, Ill. 

Through Nov. 20: "For Modern 
Living," exhibition of contemporary 
design in home furnishings and objects, 
Detroit Institute of Arts, Detroit, Mich. 

Through Dec. 4: 20th Anniversary Ex- 
hibition: Modern Art in the Modern 
World, Museum of Modern Art, New 
York City. 

Oct. 10-14: First Pacific Area National 
Meeting, American Society for Testing 
Materials, Hotel Fairmont, San Fran- 
cisco. 

Oct. 17-21: Midwest General Meeting, 
American Institute of Electrical En- 
gineers, Netherland Plaza Hotel, Cin- 
cinnati, Ohio. 

Ocl. 17-21: 31st National Metal Con- 
gress and Exposition, American Society 
for Metals, Cleveland, Ohio. 

Ocl. 20-22: Convention of the New 
York State Assn. of Architects, Roches- 
ter, N. Y. 

Oci. 24-28: 37th National Safety 
Congress and Exposition, featuring 

(Continued on page 160) 
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A COOL :20,000,000 


Glenn McCarthy’s fabulous hotel, "The Shamrock"— 
new $20,000,000 Aladdin's palace in Houston—has given 
rise to hundreds of exciting stories. 

Especially exciting are the 18 completely air conditioned 
stories that make this wonderful new hotel a miracle of 
comfort from lobby to penthouse. 

That was because equipment—Trane-built to engineers’ 
rigid specifications—came into the picture. Making possible 
the world's most completely individualized air conditioning 
system. It heats, cools, dehumidifies every floor of "The 
Shamrock". 

Here's what it took to do the job. Over 1200 Trane-built 


THE TRANE COMPANY, LA CROSSE, WISCONSIN * TRANE COMPANY OF CANADA, LTD., TORONTO 
Manufacturing Engineers of Heating and Air Conditioning Equipment... Offices in 75 Cities. 
Wyatt C. Hedrick, Architect and Engineer. Houston * Charles L. Kribs, Jr.. Air Conditioning Engineer, 


Houston * Stone and Webster Engineering Corporation, Construction Managers. Boston 
Installed by Associated Mechanical Contractors. Houston. 


room units. 25 Trane Climate Changers and dehumidifiers. 
Dozens of Trane heating and cooling coils, convectors, unit 
heaters. All tailor-made to exacting specifications by the 
makers of the same equipment that makes air more efficient, 
more comfortable, more usable in thousands of stores, 
offices, plants. 

You may not want to cool a hotel: but if you have an air 
problem, remember that Trane engineers know air. How to 
warm it, cool it, dry it, humidify it. clean it or move it. 
Your local Trane representative will be glad to work with 
you on your own projects. 


TRANE 


THE HOUSE OF WEATHER MAGIC 


window sills 
and stools 


@ They never chip, scale, or split. 


€ They're blue-gray — harmonize with any color. 


€ They're free of maintenance costs — for all time. 


Alberene stone may also be used on copings, spandrels, 
exterior and interior trim. Write today for complete 


data and samples to — 


ALBERENE STONE CORP. 


419—4TH AVENUE e NEW YORK 18, N. Y. 
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home safety sessions, Morrison Hotel, 
Chicago, Ill. 

Oct. 24-29: Second Annual Fall Mar- 
ket, National Assn. of Summer Furni- 
ture Manufacturers, Chicago, 11. 

Nov. 2-4: Fall Meeting, American So- 
ciety of Civil Engineers, Washington, 
D. G. 

Nov. 4-13: 24th Arizona Art Exhibi- 
tion, Arizona State Fair, Phoenix, Ariz. 

Nov. 13-16: 16th Annual Meeting, Na- 
tional Assn. of Housing Officials, Copley 
Plaza Hotel, Boston, Mass. 

Dec. 4-10: 7th Panamerican Congress 
of Architects, including an Industrial 
and Commercial Exposition of archi- 
tectural construction materials and 
methods, Havana, Cuba. 


Mexico City's first 40-ѕіогу building. Ву 
La Latino-Americana, Cia. de Seguros 
Sobre La Vida, S.A., engineering staff 


BUILDING NOTES 
Aluminum Office Building 


Completion of a thin-walled alumi- 
num administration building at Alcoa's 
52-acre sheet and plate rolling mill on 
the banks of the Mississippi above 
Davenport has been announced. This 
departure from traditional office build- 
ing design and erection provides Alcoa 
with a four-and-a-half-story building 
consisting of hundreds of cast aluminum 
panels, fastened to the structural steel 
building frame and backed with light 
weight concrete insulating slabs only 
4 in. thick. 

So designed and constructed that it 
can readily be adapted to multiple story 
building construction in metropolitan 
areas, the structure has materially in- 
creased usable floor space within the 
building and may become the prototype 
of Alcoa's proposed 30-story skyscraper 
in Pittsburgh, scheduled to go under con- 

(Continued on page 162) 
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Tops tn Appearance * Tops in Feiyormance 


* 
22554 installs conveniently at the highest 


point over the range, where a fan belongs—where it 
blends into the room without interfering with the 
overall design—where it harmonizes with modern 
kitchen appointments and appliances. 

Blo-Fan combines the best principles of both a fan 
and blower. The propeller element feeds air to the 


blower element, supercharging the vortex of the 


blower so the vanes are fully loaded for peak per- 
formance. That's why Blo-Fan delivers more air at 
moderate speeds than either a blower or a propeller- 


type ventilator. 


*Trade Mark Reg. 


SPOT VENTILATION AT THE POINT OF AIR POLLUTION 
FOR KITCHEN...BATH...GAME ROOM...AND LAUNDRY 


PRYNE & CO. Jnc. BOX A, POMONA, CALIFORNIA 


LOS ANGELES * SAN 
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FRANCISCO , 


CHICAGO . NEW YORK 


ALSO MANUFACTURERS OF Fey Lites ... the modem recessed lighting fixtures wilh snap-on fronts 
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z Architect—Herman Lackner 
/ 77 e А2, CO. Winnetka, Ш. 


Of experience... WOOD Ж ous 
prove. Their superiority / 


EXPERIENCE— owner-experience in thousands of houses— 
has proved wood an ideal material for windows. For wood, 
with its natural insulating qualities, keeps rooms more com- 
fortable by retarding the passage of heat and cold. Wood 
discourages condensation and frosting ... wood provides an 
excellent bonding surface for all finishes .. . lastingly holds 
any decorative treatment. 


EXPERIENCE, too, explains the widespread preference for win- 
dows of Ponderosa Pine. Easily workable, Ponderosa Pine 
permits precision construction in stock-design windows. 
This same workability, plus a wide selection of sizes and 
designs in all window styles, affords you unlimited fenestra- 
tion planning. Ponderosa Pine windows are available toxic 
preservative treated in accordance with tested standards— 
added protection where staining, decay, insect attack or 
humidity are problems. 


jo» рей Boing , 


WOODWOR K 


| Ponderosa Pine Woodwork 
) Dept. SAR-10, 38 South Dearborn Street 
Chicago 3, Illinois 


Please send me a copy of "Ponderosa Pine Woodwork For 
"Today's Home" (Please print) 


Send for yourcopy of this new book! 


"Ponderosa Pine Woodwork for To- 

day's Home" isa profusely illustrated мизе 

booklet showing Ponderosa Pine Мене етене ниен ння wiki 
windows, doors and other woodwork 

in actual room settings. Many illustra- 

tions are in full color. You'll find it ДЕДЕК у seien vios Sodio vivae e E Ne UR REN M PES RACE NER 
worth while to keep a copy in your file 

as a source of ideas. Mail the coupon 

—there's no cost or obligation. ER sinite аара SUR RS кайан ya PURA aL Муй. Zone...... ‚=: ЖИНИНЕ 
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struction in mid-1950. Harrison & 
Abramovitz, Architects, were designers 
of the Davenport structure and will 
draw plans for the Pittsburgh building. 


Economy Housing Program 


First construction in New York State 
under the National Economy Housing 
Program is under way with the erection 
of a Bailey Homes, Inc. development 
near Farmingdale, Long Island. The 
project will consist of 200 two-bedroom 
Cape Cod style homes priced at $6990 
and $7290, including landscaped lot 100 
by 60 ft., or larger, oversize kitchen with 
dinette space, range, oil-powered radiant 
heat, 4 closets and ceramic tile bath- 
room. Monthly carrying charges on the 
house, which is FHA approved, will be 
$49.50 for 25 years. 


New Gymnasium 


Kelly & Gruzen, architects and en- 
gineers, have been commissioned to draw 
plans for a new modern gymnasium 
building adjacent to the Power Memo- 
rial High School at Amsterdam Ave. and 
61st St., New York City. The new struc- 
ture, which is to be built for the Chris- 
tian Brother Institute, Inc., will contain, 
in addition to the usual handball and 
basketball courts, lockers, shower rooms 
and complete gymnasium facilities, an 
arena accommodating 2000 spectators. 


University-Developed House 


A house costing around $5000 has 
been developed by the Engineering Ex- 
periment Station of Louisiana State 
University. Providing two bedrooms, 
the house is of concrete and concrete 
masonry construction and contains walls 
of 6 in., lightweight, steam pressure- 
cured concrete blocks, painted outside 
with two coats of water repellent paint 
and inside with one coat of primer and 
one of oil. Sink cabinet and cabinets over 
sink are metal. Roof is of trussed rafter 
design and house rests on concrete foot- 
ings and 4 in. concrete slab floor. 


Low Cost Industry Houses 


Five-room, industry engineered homes 
are being sold to veterans for prices as 
low as $6000, including land and utilities, 
James M. Ashley, president of the Pro- 
ducers’ Council, has announced. 

Having a floor area of 788 sq. ft., these 

(Continued on page 164) 
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Pittsburgh Steeltex Lath For Plaster 


You get low maintenance and 
high fire protection in your 
buildings with Pittsburgh 
Steeltex Lath for Plaster. This 
combination of galvanized 
welded wire mesh and absorb- 
ent backing makes possible 
positive embedment of the 
wire mesh and provides max- 
imum reinforcement and 
protection against plaster 
cracks. Also this reinforcement 
has earned high fire ratings for 


Steeltex including Under- 
writers’ Laboratories, Inc. 
test R-2258. 

In addition Steeltex pro- 
vides a rigid troweling surface 
which speeds its application 
and saves plaster. For better 
plaster construction see our 
catalog in Sweet’s or write for 
Catalog D.S. 130 to Dept. AR, 
Pittsburgh Steel Products 
Company, Grant Building, 
Pittsburgh 30, Pennsylvania. 


PITTSBURGH STEEL PRODUCTS COMPANY 
A Subsidiary of Pittsburgh Steel Company 


Pittsburgh, Pa. 


THERES 27 YEARS OF PROOF 


BEHIND THIS FLOOR! 


The architect of this building wasn't 


taking chances. 


He specified the 


floor of proved performance . . . 


WRIGHT RUBBER TILE 


When you specify Wright you specify all this: 


Proved long life. Many WRIGHT RUB- 
BER TILE floors, in heavy traffic service 
for 27 years, still look as good as new. 
When measured for wear, they show a 
potential life of over 100 years. 


Proved low maintenance. Hundreds of 
large commercial users testify that 
WRIGHT RUBBER TILE has cut their 
cleaning costs by more than half — sav- 
ing them the total cost of their floor in 
less than two years. 


Proved foot comfort. Twenty-seven years 
of experience by thousands of users has 
proved beyond doubt that resilient 


WRIGHT RUBBER TILE drastically re- 
duces foot fatigue. 


Proved over-all economy. Long life and 
low maintenance combine to make 
WRIGHT RUBBER TILE the most 
economical floor covering you can pos- 
sibly specify. 


Proved user satisfaction. In 27 years, 
Wright has built an unmatched list of 
enthusiastic users. When you write for 
samples, be sure to ask for a list of sat- 
isfied users in the application you are 
considering. WRIGHT MANUFAC- 
TURING CO., 5205 Post Oak Road, 
Houston 5, Texas. 


i WRIGHT RUBBER TILE 


important. 


is made in two different types: 
WRIGHTEX Soft Rubber Tile for homes, hospitals, churches and other 
installations where quiet is important. 


Í WRIGHTFLOR Hard Surface Rubber Tile for offices, stores, restaurants 
А and public buildings—wherever traffic is heavy and long wear is most 


WRIGHT-ON-TOP Compression Cove Base 


The ideal finishing touch for every flooring installation, WRIGHT-ON-TOP 
is available in black and all twenty field tile colors. 


WRIGHT RUBBER TILE 


FLOORS OF DISTINCTION 
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(Continued from page 162) 


homes feature time-saving devices in 
construction, including the roof truss 
(which enables much of the inside work 
to be completed before partitions go into 
place) and use of modular materials. 


AT THE COLLEGES 
Special Courses 


Two courses in housing and planning 
are being offered at the New School for 
Social Research, New York, for the fall 
term and in the spring Lewis Mumford, 
author and former professor of humani- 
ties at Stanford University, will deliver 
six lectures on “Goals for Urban Devel- 
opment.” 

Columbia University is offering eve- 
ning courses in housing, planningand real 
estate for both the fall and spring 
semesters. 


Faculty Appointments 


Alfred Roth, of Zurich, will join the 
faculty of the Washington University at 
St. Louis, School of Architecture as 
critic in senior design. 

H. T. Wijdeveld, Dutch architect and 
teacher, has been appointed visiting pro- 
fessor of architecture in the School of 
Design at North Carolina State College. 
He relinquishes a position as professor in 
the College of Architecture at the Uni- 
versity of Southern California to accept 
the State College job. 

Walter Sanders, of Sanders & Malsin, 
Architects, New York City, has been 
appointed professor of architecture at 
the University of Michigan. He will 
establish a branch office of the firm at 
Ann Arbor. The New York office of the 
firm will continue operations under the 
direction of Arthur Malson and Don 
Reiman, recently made an associate of 
the firm. 


CONCRETE INSTITUTE AWARD 


Charles S. Whitney, representing the 
firm of Ammann & Whitney, consulting 
engineers of New York and Milwaukee, 
has received the first annual award of 
the Concrete Reinforcing Steel Institute 
for his contribution to the advancement 
of reinforced concrete construction. 

Whitney received the award on behalf 
of his firm for their paper entitled, “Thin 
Shell Concrete Structures." The award 
consisted of a certificate and $500. 

( Continued on page 166) 
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Back in 1923 Powers introduced 
the first and original pressure 
equalizing type water mixer. 

Now it offers the SAFEST 
thermostatic water mixer made. 


Bothers con really re- 


lax ond enjoy a Ром. -@=& 
ers regulated shower. 
No danger of scald- 


ing. No unexpected temperature changes 


TYPE H MIXER For exposed 
piping Y?" pipe connections. Ca- 
pacity: 6 to 10 gals. per min. at 
45 Ibs, pressure. Dial йїат.3%”. 
Mixer for Concealed Piping has 
6" diam. dial. 


ONLY ONE MOVING PART ; А 
SIMPLICITY and durable construction insure 


many years of efficient carefree operation. 


Mixer body is made of bronze and parts sub- 
ject fo wear have a hard chromium finish. 


Thermostatic SHOWER MIXERS 


they are SAFE against scalding caused by 


9) PRESSURE or Ө) TEMPERATURE 


fluctuations in water supply lines 


For modern showers 
the Safety of Pow- 
ers Mixers is indis- 
pensable. 


To assure the safety and comfort required of today's mod- 
ern showers specify POWERS Type H Mixers. 

Being thermostatic they give positive two-way protection 
against scalding or jumpy shower temperatures caused by 
pressure or temperature changes in water supply lines ... 
two dangerous variables in all shower installations. 

POWERS mixers are modern, really safe and non-scald. 
They're economical too. They save time and there is no waste 
of hot or cold water while waiting for a shower at the right 
temperature. 48HA 


Safest for use by chil. 
dren, the dged or in- 
firm. Powers mixers are 
widely used in hospitals 
on hydrotherapeutic 
and infant baths. 


Phone or write our nearest office for Circular H48 


CHICAGO 14,ILL. 2752 Greenview Ave. Phone BUckingham 1-7100 
NEW YORK 17, N. Y. 231 East 46th St. Phone ELdorado 5-2050 
LOS ANGELES 5, CAL. 1808 West Eighth St. Phone Dunkirk 2-4187 


THE POWERS REGULATOR CO. 


OFFICES IN 50 CITIES e SEE YOUR PHONE BOOK 


Accurate within Y2^F. 
Powers mixers are used 
by leading builders of 
X-Ray and color film 
developing units. 


Over $5 Years of Water Temperature Control 
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"peciftjing of your products 
is Architectural Engineering. That is the area of building design 
where architecture and engineering merge, where problems of 


form and function are resolved in terms of actual building 
materials, equipment and systems. 


Each month the architects and engineers who specify build- 
ing products find in the Architectural Engineering section of Archi- 
tectural Record a solid package of purely technical information 
on the close-linked subjects of building products and building 
design. 


This exclusive editorial feature is one more reason why Archi- 
tectural Record is first, among all architectural publi- F.W. DODGE 


cations, in architect circulation, in consulting engineer 
circulation, in number of advertisers and total pages of | 
advertising carried. Architectural Record is the work- 

book of the architect-engineer. CORPORATION 


- ARCHITECTURAL RECORD, 119 West 40th Street, New York 18, N.Y. l 
Please send me the following reports for my file on І 
4 the building market and architectural advertising: ARP І 
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[| by publications. gineer circulation, by publications. | 
1 L] Who writes specifications? A survey of L] A report on reader preference studies in і 
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(Continued from page 164) 


OFFICE NOTES 
Offices Opened, Reopened 


Robert J. Bennett, Architect, an- 
nounces the opening of offices at the 
Monongahela Bldg., Morgantown, 
W. Va. 

George F. Hellmuth, Associates, Arch- 
itects, have opened offices at the Inter- 
national Office Bldg., 722 Chestnut St., 
St. Louis, Mo. 

Hollis Johnston, A.I.A., formerly of 
the offices of Stanton & Johnston, has 
opened a new office at 603-606 Concord 
Bldg., Portland 4, Ore. 

Annette Yates Maier, Architect, an- 
nounces the opening of her offices at 35 
W. Market St., West Chester, Pa. 

Emil J. Szendy, A.LA., has estab- 
lished offices at 401 Euclid Ave., Cleve- 
land 14, Ohio. 

Robert I. Upshur, Architect, has 
opened an office for the practice of 
architecture at 60825 Harden St., Co- 
lumbia, S. С. 

Wallace and Clemmons, Architects 
and Engineers, have opened a new office 
at 1911 Division St., Nashville, Tenn. 

Max J. Wolfram, Architect, has 
opened an office at 1005 W. Belmont 
Ave., Chicago, Ill. 


New Addresses 


The following new addresses have 
been announced: 

Eugene D. Corwin, Architect, First 
National Bank Bldg., St. Paul 1, Minn. 

William Н. Elliott, Architect and 
Consulting Engineer, Old Kent News 
Bldg., Chestertown, Md. 

Morton T. Ironmonger, A.I.A., 1229 
E. Las Olas Blvd., Ft. Lauderdale, Fla. 


Elections, Appointments 


Howard P. Gerlach has been ap- 
pointed vice president of John W. Harris 
Associates, Inc., builders. He will be in 
charge of the Chicago office of the firm. 

Lester O. A. Johnson, Architect, 
James D. Murphy and George S. Fowler 
have been added to the technical staff 
of the Chicago Land Clearance Com- 
mission 

Maurice Mantel, formerly of the Ross 
Frankel Co., has been named architect 
of the store design division of Kelly & 
Gruzen, Architects and Engineers, New 
York. 

(Continued on page 168) 
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CLOSERS CONCEA 
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Lever Bros. processing plant at Los Angeles, Calif., leaves much equipment in the open 


Your “Shortest Cut” 
to the Finest Laboratory 
... Without wasting a Dollar! 


Send for the New 
“| KEWAUNEE BOOK 
suis s ! of | 
Hospital Casework & 
Laboratory Furniture 


Includes typical floor plans 


and elevation drawings 


A Few of the Many 
Kewaunee Installations See what Kewaunee’s method of mass- 
St. Mary‘s Hospital, production and matched-unit assembly plan has 


Rochester, Minn. А s ч 
Wesley Memorial Hospital, to offer you. See how by reducing engineering 


Chicago, Ill. and installation time we give you true economy 
Presbyterian Hospital, Chicago, IIl. ith if { li 
City Hospital, Baltimore, Maryland Without any sacrifice ot quality. 


Ro rw Hospital, For a laboratory of streamlined beauty, 
Mobile Hospital, Mobile, Ala. time-saving conveniences, and lasting service, 


Naval Medical Center, 
Bethesda, Maryland 

— ИШЕ visi 

ort Hamilton, New Yor 

Nel Kewaunee Casework and 
White Sulphur Springs, W. Va. i 

Mercy Hospital, Jackson, Michigan La bo rato ry Fu rniture 

Hahnemann Hospital, 

eer anal Ew Write for the New Kewaunee Catalog of Hospital 
Denton, Texas Casework and Laboratory Furniture 

Kings Daughter’s Hospital, 
Staunton, Va. 


equip with— 


Marion County Hospital, The services of Kewaunee Laboratory engineers 
Columbia, Miss. — are available to you without cost or obligation. 
Divine Providence Hospital, 
Williamsport, Pa. 


Hospital of St. Raphael, 
New Haven, Conn. 

St. Albans Naval Hospital, 
St. Albans, New York 
Northern Indiana Hospital, 

Westville, Indiana C. С. Campbell, President 
a pratt yg 5046 S. Center St. Adrian, Michigan 
West Tennessee T. B. Hospital, 

Memphis, Tenn. 


Representatives in Principal Cities 
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NEW LEVER BROS. PLANT 


A new $25 million processing plant, 
largest of its kind ever to be built in the 
west, will be constructed on a 30-acre 
site seven miles east of downtown Los 
Angeles for Lever Bros. Co. 

Facing the Santa Ana Freeway, the 
new plant will consist of two large manu- 
facturing buildings joined by an office 
and service unit. One five-story wing 
will be devoted to soap finishing and 
packing; the other wing, which is six 
stories high, will be used for finishing and 
packing edible products put out by the 
company. 

Designed by Wurdeman & Becket, 
architects, the plant includes a process- 
ing building, a steam generating plant, 
storage tanks, cooling towers and a hy- 
drogen plant. Much of the processing 
equipment will be installed completely 
in the open with only the equipment re- 
quiring workers’ attention under roof. 
Two-thirds of the site will be landscaped. 
The Bechtel Corp. is in charge of en- 
gineering and construction. 


APARTMENT DESIGN COMPETITION 


Cash awards amounting to $5000 will 
be presented to the winners of a com- 
petition for the design of a suburban 
apartment building, sponsored by the 
Timber Engineering Co., an affiliate of 
the National Lumber Mfrs. Assn. 

Approved by the committee on archi- 
tectural competitions of the A.LA., the 
competition calls for the design of an 
eight-family wood garden-type apart- 
ment building of wood frame construc- 
tion and plot plan. Family size is to be 
generally that which would be encoun- 
tered in a rental project catering to 
moderate income groups. The building 
may be up to two stories, but not over 
and may or may not include a basement, 
at the designer’s discretion. There are no 
restrictions as to room size, number or 
shape but the competition is confined to 
the design of a single basic building, 
which may be an independent building 
or part of a larger apartment project. 

Eligible for the competition are all 
architects, designers or draftsmen and 
students who will graduate from recog- 
nized schools of architecture in 1950. 
Awards will be in major and student 
categories with a $1500 first prize in the 
major and a $500 first in the student. 
Students’ designs which equal or exceed 
the student’s design for which it would 
qualify will receive the major award. 
Jury of award will consist of George W. 
Petticord, Jr., A.T.A., John M. Walton, 
А Т.А:, and Edward R. Carr, builder. 
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COLOR 
DYNAMICS 


Pittsburgh’s new paint- 
ing system utilizes the 
energy in color to make 
offices more attractive 
and efficient. 
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We'll gladly submita COLOR DYNAMICS 


Survey to go with your plans... Free and without obligation! 


"eum is no longer reason for the 
depressing monotones found so 
often in commercial structures of 
all types. Pittsburgh COLOR 
DYNAMICS enables those respon- 
sible for the planning and construc- 
tion of hotels, hospitals, schools and 
office buildings to specify with cer- 
tainty color arrangements that retard 
fatigue, increase safety and improve 
efficiency of employees. 


This new system of painting takes 
into consideration many factors upon 
which an accurate color plan must be 
based. We'll gladly make a scientific 
color engineering study of buildings 
on which you are working at your 
request—free and without obligation 
on your part. 


PAINTS 


COLOR DYNAMICS is based upon 
the influence of the energy in color 
upon people. Laboratory tests have 
proved that color can be used to 
help them relax, feel more cheerful, 
inspire trust and confidence, create 
better feeling among employees. 


With COLOR DYNAMICS you can 
make offices or living quarters seem 
more spacious and attractive. Rooms 
can be made to appear longer or 
wider, ceiling higher or lower, halls 
brighter and more cheerful. 


For a complete explanation of 
what COLOR DYNAMICS is and 
how it works, get our free, pro- 
fusely illustrated booklet. Send the 
attached coupon. 


Pirrssunca Pain 


BRUSHES 


GLASS « CHEMICALS  * 


There’s a Pittsburgh Paint 


For Every Painting Need 


WALLHIDE— PBX, extra-durable; SEMI-GLOSS, for 
higher sheen; FLAT, for velvet-like finish; GLOSS, 
for severe service and frequent cleaning. 


LAVAX PBX ENAMEL— durable finish for interior 
use. Dries quickly to an eggshell finish that elimi- 
nates glare. For wood, metal or other surfaces. 


FLORHIDE—for floor surfaces; can be scrubbed 
repeatedly with soap solutions. 


Pittsburgh Plate Glass Co., Paint Div. 
Dept. AR-109, Pittsburgh 22, Pa. 


Г] Please send me a FREE copy of your 
new revised and enlarged Booklet, "Color 
Dynamics." 
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Meuse that Taste Built 


X 


RC 
The 


N. bricks without straw, no 


blueprints without architects, no built-to-taste houses without owner-builders . . . 
the important group of people whose choice of the best in equipment 


a ‚апа materials make them your best-customer market. 


House & Garden points to more that 400,000 of them—year-round readers 
with top taste and top incomes* who are the acknowledged leaders in their 
communities, influencing nation-wide building trends. Reach this important 
group of people who have the power to specify your product through the magazine 
that sets the pattern for the houses that taste builds. 


*reaching families with incomes of $10,000 and over at the 
lowest advertising cost per page per thousand in its field. 


House & Garde 


1949. THE CONDE NAST PUBLICATIONS INC, for the owner-builder market 
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Famous Pentagon gets 


INSTALLING A RIVETED AND SOLDERED sec- 
tion of Monel Roofing Sheet in the built-in 
gutter of the Pentagon’s outer perimeter. Fab- 
ricator, Rupertus Sheet Metal Works, Washing- 
ton, D. C., reports: “Some of the gutters were 
55 inches in girth, but Monel was easy to fab- 
ricate and install. 


Composition 
roofing. 
pie 
/ bas 


9 


felt roofing 


DETAIL OF SECTION of built-in gutter show- 
ing how Monel Roofing Sheet was used. 


OCTOBER 1949 


replacement gutters... 


There were two reasons why it was 
decided to put new gutters on the Pen- 
tagon Building. 

Repairs to the existing gutters would 
have been costly. And — more impor- 
tant — repairs would have provided 
only temporary relief. 

Replacement was the only perma- 
nent solution. 

So replacement it was. And this time 
the gutters were fabricated of Monel* 
Roofing Sheet. 


Advantages of Monel 


With its low expansion rate, its high 
strength and toughness, its resistance 
to fatigue and corrosion, Monel Roof- 
ing Sheet assures "life-of-the-building" 
protection for the Pentagon. The new 
gutters are safe from damage by heat, 
cold, rain, snow, ice and airborne cor- 
rosives. 
Use light-gauge sheet 


Cost-wise, too, there were advantages 
in using easy-to-form Monel Roofing 


шиш „атин 


FOR PERMANENT PROTECTION, the old 
gutters have been replaced with gut- 
ters made of strong, corrosion-resistant 
and economical Monel Roofing Sheet. 
Here a worker solders a riveted seam 
in the gutter lining. 


Sheet on the Pentagon Building. Be- 
cause of this nickel-copper alloy’s 
greater strength and rigidity, it was 
possible to use a lighter-gauge sheet 
for the gutters. 

As a result, material cost and instal- 
lation cost were both reduced. 


Get NEW architects’ bulletin 


Other benefits, too, go hand in hand 
with the use of Monel Roofing Sheet. 
You'll find them covered in our brand 
new bulletin, Basic Application Data 
— Monel Roofing Sheet. 

This new publication lists suggested 
gauges of Monel Roofing Sheet for 
principal building applications, re- 
views its characteristics, and tells about 
its relative cost and availability. Instal- 
lation procedures are discussed and a 
sample specification wording provided. 

Send for your copy — now. 

#Reg.U.S.Pat.Off. 


THE INTERNATIONAL NICKEL COMPANY, INC. 
67 Wall Street, New York 5, М.Ү. 


4 — MONEL...FOR THE LIFE OF YOUR BUILDING 


Architectural Section 
The International Nickel Company, Inc. 
67 Wall Street, New York 5, N. Y. 
I'd like to know more about durable, economical Monel Roofing 


Sheet. Please send me without obligation your new folder, Basic 
Application Data— Monel Roofing Sheet. 
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NEWS FROM CANADA (Continued from page 10) 


They will undoubtedly be convinced 
that the average architect is less a 
Howard Roark than a human being pos- 
sessing creative talent and practical 
sense, plus ability to organize and super- 
vise a building program. 


Culture —Hot House Style 


Culture, like economics, has its plan- 
ners. Possibility that recommendations 
to be made by the Dominion Govern- 


ment's newly constituted Royal Com- 
mission on National Development in the 
Arts, Letters and Sciences, may open the 
public coffers for worthy purposes has 
resulted in a plethora of briefs. 

'The latest comes from the National 
Federation of Canadian Artists, Van- 
couver, and proposes that Parliament 
establish a national cultural board. Art 
is not a luxury, the brief states, and 
cultivation of the arts “is an essential 


R-W Deluxe FoldeR-Way 


Specifically designed for school 
gymnasiums, auditoriums, stages, 
and other high or wide openings 
which must be closed against both 
light and sound, DeLuxe FoldeR- 
Way partitions by Richards-Wilcox 


R-W No. 883 
Multiple Action 
School Wardrobe 


An outstanding feature 
of Richards-Wilcox 
Classroom Wardrobes 
is that the entire unit is 
designed to avoid over- 
crowding. The hat and 
coat racks accommo- 
date eight or ten pupils 
for each door. Note 
slate blackboards 
mounted on wood doors. 


ichards-Wilcox Mf 


“A HANGER FOR A OOR THAT SLIDES” 
А. 


NY D 
AURORA, ILLINOIS, U 
о Philacelphi 


Branches 
Indi. 
Los Ángeles 
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SpaceSavers... 


по FOR SCHOOLS LARGE 


OR SMALL 


Partition Avtomatic— Electric 


are completely automatic and cost 
less than many manually operated 
partitions. To economize in space 
and expenditures, consider R-W 
DeLuxe FoldeR-Way partitions in 
your building or remodeling plans. 


For complete information about R-W DeLuxe FoldeR- 
Way Partitions and Multiple Action School Ward- 
robes, contact our nearest office. 


‚Со. 


Kansas City 
Pittsburgh 


mJ © 
OVER 69 YEARS 
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prerequisite to the development of a 
stable national culture.” 

A stable national culture is evidently 
highly desirable, since the Dominion 
Government is urged to get us one. Of 
course, in doing so the arts must not 
be ‘“‘ dominated, regimented or exploited 
to narrow ends." Such an admonition 
often means that, if taxpayers' money is 
forthcoming, there should be as few 
strings as possible attached to its 
spending. 

Specifically, the Federation calls upon 
the Dominion Government to expand 
its Canadian Broadcasting Corporation, 
National Film Board and National Gal- 
lery, set up a national library and theater 
and establish regulatory bodies in the 
fields of drama, visual arts, letters, 
music and — architecture. 


Split Level House 


The three-bedroom house pictured 
above is one of seven built this summer 
by three architectural students at the 
University of Toronto who set up their 
own firm to gain actual working expe- 
rience. The houses offer combined living- 
dining room, general purpose room, 
utility room, water-cooled roof, copper 
radiant heating and plumbing and are 
priced at about $18,000. 


All Aluminum Bridge Begun 


Further evidence that aluminum has 
graduated from the pots and pans class 
into a full-fledged structural material is 
provided by the world's first all alumi- 
num highway bridge. It’s being con- 
structed at Arvida, Quebec. Insofar as is 
known there are only two other alumi- 
num bridges in existence, one an experi- 
mental railway span at Massena, N. Y., 
the other a double leaf bascule bridge 
recently completed in England. 

Plans call for opening the bridge to 
traffic by the end of the year. It consists 
of a main span, a fixed arch 290 ft. long, 
and five 20-ft. approach spans at cach 
end. The rise of the main arch is 4715 ft. 
and the total length of the bridge, abut- 
ment to abutment, is 504 ft. By way of 
comparison, the height of the Statue of 

(Continued on page 174) 
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View of Lewis Gardens Apartments, Henrico County, Va.; Architect, W. H. Pringle, Richmond, Va.; Builder, Franklin A. Trice, Richmond, Va. 


„0f GAS ADVANTAGES beyond the city mains 


26 TEAMS of Bryant Model VS-304 Winter Air Conditioners and 
iryant Black Seal Automatic Water Heaters provide Personalized 
leating at Lewis Gardens. LP-Gas for this equipment is supplied 
y Henrico Gas Service Corp., created especially to serve this 
roject by E. О. N. Williams, President of Bottled Gas Corp. of 
/irginia, Richmond, Va. 


Let the pup be furnace man 
. dnd water boy, too! 


AUTOMATIC HEATING 


J 


BRYANT HEATER DIVISION 
AFFILIATED GAS EQUIPMENT, INC. 


Cleveland, Ohio e Tyler, Texas 


There is a Bryant Personalized Heating 
system in each of the 526 suites at Lewis 
Gardens. Each . family enjoys inde- 
pendent, automatic control of all heating 
in its own home. Indoor temperatures 
are as they want them, and there is no 
waste heat. There is always plenty of 
hot water on tap, too, for each family 
has its own individual hot water service. 


For management, there are these 
benefits: Personalized Heating is main- 
tained at low cost. It requires the super- 
vision of only one man. Service or re- 
pair, if necessary, is quickly performed, 
for it is entirely local. There can be 
no general heating breakdown in the 
project. 


Lewis Gardens is beyond the range 
of the Richmond city gas supply. Yet, 
its occupants enjoy the unmatched ad- 


“Bryant Personalized Heating Saved Space, 
Helped Make Four Gas Services Possible" 


says FRANKLIN А. TRICE, Builder and 
Developer, Richmond, Virginia 


“Economies provided by Bryant Personalized 
Heating helped make it possible to offer the 
advantages of LP-Gas for four services at an 
attractively low combined rate. And, considering 
that its space-saving feature was a truly great 
construction advantage, Personalized Heating was 


a happy choice for us.” 


vantages of gas for all four important 
household services—heating, water 
heating, cooking and refrigeration. 
These advantages are provided by 
liquefied petroleum gas, supplied from a 
specially-designed central distribution 
system within the project itself. 


Personalized Heating is the basis for 
this a//-gas service. Operational econo- 
mies of this equipment on LP-Gas help 
make possible a combined low rate for 
four services that will make its yearly 
cost to Lewis Gardens families com- 
parable to or less than that of any other 
fuel or combination of fuels. 


You will have a heating problem in 
your next project beyond the gas mains. 
Ask your Bryant Distributor to show 
you how you can solve it successfully 
with LP-Gas and Personalized Heating. 
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Liberty, including pedestal, is 456 ft. 

The bridge roadway is 24 ft. wide and 
is flanked by two 4-ft. sidewalks. The 
roadway and sidewalks are formed so 
as to provide a continuous slab over the 
entire surface of the bridge between its 
expansion joints. Lighting is supplied by 
fixtures concealed under the top guard- 
rail, and two ornamental pylons, also 
indirectly illuminated, make an imposing 
entrance to the bridge. 


Because it's aluminum, the super- 
structure will weigh only 400,000 lb., 
half as much as steel. But, although it's 
so much lighter, it's unlikely to blow 
away! It has been engineered to meet 
either of two extreme loading conditions: 
two 20-ton transports moving along it 
abreast, or a 50-ton transformer hauled 
on a 12-ton float by an 18-ton tractor. 

The city of Arvida floated a bond issue 
for $500,000 to pay for the bridge, its 


To give your clients smart, luxurious interiors at big savings, specify 
the distinctive new Wood and Marble Patterns now available in Marlite 
plastic-finished wall and ceiling panels. Here's all the warm beauty of 
fine finished woods, the stately grandeur of imported marbles—plus 
economy of installation and maintenance. Marsh harmonizing mould- 
ings are available in Aluminum Alloy and Presdwood for both Wood 
and Marble Patterns. 

See Sweet's Architectural File for details on the wide range of 
Marlite sizes, colors, and patterns. 


FOR CREATING BEAUTIFUL INTERIORS 


* New construction or modernization 
* Easy to install—easy to clean 
* Never needs refinishing 


* Sold nationally by leading 
lumber and building 
material dealers 


WRITE FOR beautiful full-color folder showing typical installations. MARSH 
WALL PRODUCTS, INC., Dept.1005 Dover, Ohio. Subsidiary of Masonite Corp. 
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superstructure and approaches. This is 
somewhat more than steel would have 
cost, despite economies in freight and 
erection charges, but it is hoped to save 
on painting. A number of prominent 
engineers collaborated on the design of 
the bridge, and advisors on its esthetics 
included architects H. L. Fetherston- 
haugh, of Montreal, and the late Paul 
Cret, of Philadelphia. 


John Palmer Photo 


John B. Parkin, of John B. Parkin Associ- 
ates, Toronto architectural firm (designers 
of the hospital pictured on page 10 of 
this issue), has been elected to a fellow- 
ship in the Royal Institute of British 
Architects 


Urges Research Institute 


The progress of housing in Canada and 
the world would be facilitated a great 
deal if an international organization 
could take over the difficult task of edu- 
cation, demonstration and the inter- 
change of experience between countries. 
So writes Dr. E. G. Faludi, Secretary of 
the Institute of Professional Town Plan- 
ners, in a recent issue of the Institute's 
Review. 

“Тһе world," says Dr. Faludi, “needs 
the help of those who are able to con- 
tribute to the rebuilding of the destroyed 
countries, and to the progress and im- 
provement of the others which were not 
directly affected by the war. The task to 
be accomplished is gigantic and neither 
individuals nor countries will always be 
able to find the right solution without 
international collaboration." 

With considerable skill, the doctor 
argues that an international Housing 
Research Institute is likely to contribute 
more to the cause of human progress 
than any national organization, however 
skillfully organized. That Canada as yet 
has no national research center and the 

(Continued on page 176) 
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NEW DU PONT COPPERIZED CZC 


(cHROMATED ZINC CHLORIDE) 


To give wood extra-long protection against ter- 
mites and decay, specify pressure treatment 
with Du Pont Copperized CZC. In addition, 
this new salt-type preservative gives timber 
and lumber all the time-tested advantages of 


standard CZC treatment. The effectiveness of 
Du Pont Copperized CZC is shown by these six 
significant tests—leach block test, hardware 
corrosion test, accelerated service test, pilot 
plant treatments, strength tests and glow tests. 


STANDARD DU PONT CZC 


A favorite for many years, Du Pont CZC isa 
more economical preservative treatment to spec- 
ify when protection against fire is your main 
objective. It also gives timber and lumber good 
protection against termites and decay . . . leaves 
wood clean, easy to paint and safe to handle. 
Which of these outstanding wood preserva- 
tives to specify, depends on your particular 


REG. Џ. 5. PAT. OFF 


BETTER THINGS FOR BETTER LIVING 
«+» THROUGH CHEMISTRY 


OCTOBER 1949 


(CHROMATED ZINC CHLORIDE) 


needs. Each gives timber 
and lumber long-lasting, de- 
pendable protection. We 

suggest you consult your 
nearest wood preserver. 


Е. I. du Pont de Nemours & Co. (Inc.) 
Grasselli Chemicals Department A.R.-2. 
Wilmington 98, Delaware 

Please send me information on Copperized CZC and 
standard CZC. 


Firm 


| Name 


Street. 
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REYNOLDS 


ARCHITECTURAL 


SHAPES 


Add Enduring Beauty 


WAREHOUSED IN YOUR AREA FOR PROMPT DELIVERY 


€ Attractive, enduring architectural 
shapes made of Reynolds Lifetime 
Aluminum—more than 65 standard 
items, most of which are ware- 
housed by a distributor near you. 


Remember aluminum for lasting 
beauty and economy. And remem- 
ber, too, Reynolds is prepared to 
quote you on aluminum architec- 
tural shapes, whether standard or 
special, for such applications: 


INTERIOR 


Thresholds Decorative Trim 
Doors and Jambs Showcase Mouldings 
Bases Escalator Balustrading 
Railings Elevator Doors, Cabs 
Pilasters Terrazzo Strips 


EXTERIOR 
Doors and Jambs Windows and Sills 
Thresholds Marquees 
Transoms Tablets, Signs 
Store Fronts Sign Letters 
Spandrels Awnings 
Copings Facings 


Call nearest Reynolds Office, 
listed under “Aluminum” in your 
classified telephone directory, or 
write to the address below. 


FREE FOLIO! Engineer- 
ing drawings of all stand- 
ard sbapes in one compact 
folder. Can be used for 
direct tracing. Write to 
Reynolds Metals Com- 
pany, Aluminum Divi- 
sion, 2572 South Third 
Street, Louisville 1, Ky. 


REYNOLDS 
Lm. ALUMINUM 


Consider Aluminum — Consult Reynolds—The Complete Aluminum Service 
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world no international one shows, in 
his opinion, how far *' we are from а real 
attack on the great social problem of 
housing." 


Nails Plentiful This Year 


Nails are now being produced in in- 
creasingly satisfactory quantities. Last 
year Canada's building program might 
have bogged down had not steel rod 
normally used for other purposes been 
diverted to their manufacture. 

The Dominion Bureau of Statistics re- 
veals that output during May amounted 
to 8124 tons compared with 6590 in the 
same month a year ago. This production 
boost raised the five-month total for 
1949 to 37,058 tons, compared with 
33,393 for the corresponding period in 
1948. 


Work Starts on New Subway 


Hon. Ray Lawson, Lieutenant-Gov- 
ernor of Ontario, lifted a block from 
the pavement in front of the Toronto 
"Transportation Building on September 8 
to signify that the building of Canada's 
first subway had begun. 

While it won't affect the city's sky- 
line — still the North American symbol 
of urban prestige— the new rapid 
transit system will be Toronto's biggest 
project in steel and concrete for years 
to come. Its ultimate cost is estimated 
at $50 million. Construction of the first. 
section, 7000 ft. in length, is being 
handled by a unique syndicate of one 
Canadian and three U. S. firms. They 
have been awarded the general contract 
on a unit price basis. It amounts to about 
$10 million, with financing and responsi- 
bility “jointly and severally.” 


Calls for Housing Handout 


The Community Planning Association 
of Canada has again recorded its belief 
that a subsidized low-rental housing 
program is the only solution to our shel- 
ter problem. The Association is a na- 
tionally organized citizen group having 
about 500 members. 

In a statement timed to coincide with 
preparations for federal government 
meetings with provincial and municipal 
representatives on the housing question, 
R. E. G. Davies, president. of the Asso- 
ciation, called for a program to include 
families of below-average income. “Our 
housing efforts so far," he claims, "have 
left half the tenants in Canada out of the 
picture." 

Mr. Davies points out, as he often has 
in the past, that rental subsidies are 


(Continued on page 178) 
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... at WENDER & ROBERTS Inc. Whether your clients are interested in selling more goods or in 


Atlanta, Georgia increasing visual efficiency, you'll find it will pay to prescribe 

Enginser: Horry Хорр, Georgia Power Company Litecontrol fixtures. In this wide line, there are sturdy, graceful 
Controctor:. О. V. Scott Electric Company 
Lighting Equipment: 34 Litecontrol No. 4044 louvered, 4-lomp units that smoothly blend with any architectural design. All are 

fixtures, plus perimeter lighting, incandescent spotlights and . А " Р . 

showcase lights extra-sturdy in construction, easy to install, built to give your 
Lamps: 40 ман, 35000 white : " à g s 3 
Footcandles: 75 in service (average) clients more years of ample, glareless light with minimum main- 


те. tenance. Write today — we'll be glad to help you 
by supplying complete lighting layouts. 


... With LITECONTROL NO. 4044 FIXTURE 


Offering full light distribution with low surface brightness, 
this fine Litecontrol unit is also distinguished by unusually 
low installation and maintenance costs. Hinged louvers 
swing down for easy lamp replacement and cleaning. 


No. of 
Cat. No. Lamps Length Width 


altel ИЕ ЮЕ ЖЕТУ LITECON TROL 
4000-20 Downlight reflectors bs. Сител 


Арргох. 


LITECONTROL CORPORATION 
36 PLEASANT STREET, WATERTOWN 72. MASSACHUSETTS KEEP UPKEEP DOWN 


DESIGNERS, ENGINEERS AND MANUFACTURERS OF ‘FLUORESCENT LIGHTING EQUIPMENT DISTRIBUTED ONLY THROUGH ACCREDITED WHOLESALERS 
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required to make new dwellings avail- 
jable to deserving families. “We realize 
‘that analysis and negotiation are needed 
to establish the exact share of initial and 
operating responsibility at each level 
of government. But Canadians are wor- 
ried about what our society as a whole 
pays for the lack of a low rental pro- 
gram.” 

The Association head went on to sum- 
marize what he said was the essence of 


most Canadian recommendations in re- 
cent years: 

1. Municipal government should, 
wherever possible, manage public hous- 
ing by setting up an independent author- 
ity for this purpose. 

2. Provincial governments should au- 
thorize the municipal management of 
public housing. Where such housing is 
needed and the municipal government 
is unable to supply it, the province 


restaurants and 


In stores, 


office buildings, Cabot's Stain 
Wax gives an attractive, durable 
finish for 


woodwork, molding and trim. 


plywood paneling, 


Inexpensive to apply ... wear- 
resistant . . . easy to keep clean 
and maintain. 

Cabot's Stain Wax produces 


the rich color of an interior stain 


plusthe soft lustre of a wax finish 
— all in one application. Keeps 
interior decoration costs low. 
Complete range of colors, 
including White, Silver Gray, 
Ivory and other unusual blond 


shades. 


WRITE TODAY for color 


card and complete information. 


SAM U E L CA BOT | N с. * 1022 Oliver Bldg. - Boston 9, Mass. 
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should take the initiative. 

3. The federal government should 
lend nine-tenths of the initial cost of 
public housing to the municipal or pro- 
vincial government undertaking its con- 
struction. The loan should be amortized 
over a period of at least 40 years and 
bear an interest rate not higher than 3 
per cent. 


бобина 
Bank of Montreal 

Construction will start soon on the 
first drive-in Canadian bank to be con- 
structed by the Bank of Montreal in 
Vancouver. Plans for the new office call 
also for inside baby carriage parking 
area. The exterior finish of the building 
will be stone with black marble trim. 
Sharp and Thompson, Berwick, Pratt 
are the architects in charge. 


Housing Still Forges Ahead 


In a recent review of Canada’s econ- 
omy, the Dominion Bureau of Statistics 
points out that an estimated 7374 dwell- 
ing units were completed during the 
month of May, or 17 per cent more than 
in May 1948. Cumulative total of com- 
pleted units for the first five months of 
the current year was 32,451, an increase 
of almost 33 per cent over the same 
period last year. 

New dwelling units, not completed 
but under construction, totaled 53,533 
as of May 31 last, compared with 44,572 
on May 31, 1948. Starts during the 
month numbered 12,809 compared with 
11,407 during the same month last year. 
About two-thirds of all dwellings being 
built are for owner-occupancy. 


Brickmakers Launch Program 


William C. McGolpin, President of the 
Brick & Tile Manufacturers’ Association 
of Canada, announces that clay products 
manufacturers in Canada and U. S. have 
embarked on a million dollar program of 
brick and tile research. 

“The brickmakers have pledged more 
than $250,000 a year for a five-year, long 
range industry-wide research program,” 
Mr. McGolpin states. “Тһе research will 
be concentrated on end-use of structural 
clay products.” Election of an 18-man 
board to manage the program is proceed- 
ing. 
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"LOUVERED GLASS 
PANELS WITH 
SOLID SMOOTH 
SURFACES 


Put Corning FOTA-LITE 


TO WORK ON YOUR NEXT LIGHTING JOB! 


Available now in any quantity — attractively priced 


Corning FOTA-LITE glass louvered panels can 
be used in many types of recessed or pendant 
lighting fixtures, as well as, for continuous row 
or completely illuminated ceilings. It is avail- 
able now in any quantity at attractive prices. 


CHECK THESE IMPORTANT 
ADVANTAGES: 


1. Fota-lite assures a 45? light cut off. 


d 


Fota-lite can be cut to fit almost any standard 
fixture where louvers or glass panels are desired. 


3. Fota-lite has no sag or cold flow—it is glass. No 
special construction is needed for its support. 


4. Fota-lite louvers do not loose efficiency over an 
extended period of time—they are part of the 
glass. 


5. Fota-lite permits dust-tight fixture construction 
and thereby easy maintenance because only a 
single flat surface need be cleaned. 


6. Fota-lite causes little contrast in brightness be- 
tween the light sources on opal vertical surfaces 
because of large number of louver cells. White 
louvers are non-color selective. 


CORNING GLASS WORKS 


CORNING, NEW YORK 


OCTOBER 1949 


A. Light directed vertically is 
unrestricted. 


B. Diffusing louvers intercept 
and eliminate eye-level glare. 


FOTA-LITE makes possible 
shallower, dust-tight installa- 
tions. 


The smooth glass surface of 
FOTA-LITE is easy to clean. 


SEE FOR YOURSELF—SEND FOR SAMPLE 


Fill out and mail coupon below or write for a 
free sample of Fota-lite 


CORNING GLASS WORKS, (Dept. AR-10), Corning, N.Y. 


Send me Fota-lite demonstration card showing how Fota-lite 
diffuses and cuts off light at 45°. 


Name. Tite. 
Company. 

Address. 

City. Zone. State. 
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THE PHILADELPHIA SAVING FUND SOCIETY... 


(Continued from page 95) 


traflic through the main banking room 
has increased from 1250 persons to about 
2500. Fortunately there was space for 
much of the increase. The Society is not 
certain but suspects with gratitude that 
the architects provided a series of corner 
offices, one above another and connected 


by a private elevator, for the precise 
purpose of housing the chief officers 
when the change from branch to head 
office should be made. When the demand 
for safety deposit boxes increased, room 
for more was found waiting in the vault. 
Doubled banking traffic doubled the 


WE CHALLENGE YOU 
To-specly THE DOOR that ашан: 


Beauty, thats more than superficial, 
Endur: ANCE, that provides lasting value, 
Minimum Maintenance, 


+- the balance feature 
that lets traffic through 


QUICKLY 


Ellison, the BALANCED DOOR 


ELLISON BRONZE CO. 
Jamestown, New York 


representatives in principal cities 


“e BALANCED DOOR 


180 


number of tellers’ windows required and 
more than doubled the work, entailing 
the use of numerous machines. Some 
time after the building’s opening, George 
Howe says, a scheme of U-shaped teller 
spaces, following the original counter 
outline and in plan much like the ar- 
rangement whose installation has just 
been completed, was developed in col- 
laboration with Louis McAllister (who 
ran the Howe & Lescaze office in 1932 
and now has his own Philadelphia office). 
That scheme was never detailed. As now 
rebuilt, the counters were designed by 
the building’s own competent tenant 
architect, Alexander Hazell, using un- 
framed plate glass and, surmounting 
the original black counter, some of the 
light gray marble left over from 1932. 

In the original banking room design, 
general lighting was indirect, coming 
entirely from incandescent lamps con- 
cealed above the long air conditioning 
baffles just beneath the ceiling. This sup- 
plied relatively few foot candles at 
counter levels; intentionally, there were 
individual counter lamps for local high- 
intensity lighting. Also, in accord with 
then accepted technical theory, the heat 
load of the general lighting sources was 
to be overcome by the air conditioning 
system. Today such a theory is ques- 
tioned; operating costs usually force 
minimizing of the lighting heat load. Be- 
cause the local lamps occupied valuable 
counter space and to reduce the air 
conditioning load by an appreciable 
number of tons of refrigeration, then, 
the owners have disconnected the origi- 
nal general lighting, removed the counter 
lamps, and installed recessed, lensed 
downlights which, sparkling in the high 
ceiling and reflected in the polished 
marble walls, supply 30 or more foot 
candles at counter height. Neither Howe 
nor Lescaze was consulted on this 
change. 

Second-guessing the structural (Purdy 
and Henderson) or mechanical (R. 
Berkeley Hackett) engineers on PSFS 
is difficult. The great difference in col- 
umn spacing between lower and upper 
floors is a logical solution of the differing 
requirements of stores and bank vs. 
rentable office space. The great load of 
the tower on the trusses above the 
banking room ceiling and on the columns 
below entailed massive construction 
which was considered as a series of rigid 
frames in designing the tower wind 
bracing. For this purpose kneebraces 
were used at every girder-to-column 
connection, to develop full continuity in 
the girders. Possibly a different form of 

(Continued on page 182) 
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GIVE THE PUBLIC 
THE BEST FOR ITS MONEY 


BRIGHT 


WALLS 
OF 


HEALTH- 
STIMULATING 
CLEANLINESS 


(Above) X-ray Room with 
walls of Natco Glazed 
Structural Facing Tile in 
St. Francis Hospital, Pitts- 
burgh, Pennsylvania. 

(At Right)Kitchen in Bryce 
Hospital, Tuscaloosa, Ala. 
Walls of Natco Structural 
Glazed Facing Tile. War- 
ren-Knight & Davis, Archi- 
tects; Foster & Creighton 
Co., Contractors. 
(Below) Natco Glazed 
Structural Facing Tile 
used in the Mayo Hospital, 
Rochester, Minnesota. 
O'Meara and Hills, Archi- 
tects; McGough Brothers, 
Contractors. 


All the requirements of interior hospital 
walls—cleanliness, germ-resistance, 
moisture proof, fire-safety, cheerful 
brightness . . . all of these are met with 
walls constructed of Natco Glazed 
Structural Facing Tile. 

First cost is last cost . . . because 
Natco Glazed Structural Facing Tile 
needs no maintenance except occa- 


sional soap and water cleaning . . . no 
painting, no repairs, ever. They are 
economical to erect, too . . . because 


Modular Coordination 


Tile with 12 inch ruler 
is laid at right on grids 
made up of 4" squares. 
This 4" module unit of 
measure is the basis of 
modular coordination 
for all building mate- 


they are available in modular sizes, 
which means little or no cutting on the 
job . . . saving material and labor, 
with better workmanship assured. 
Write for descriptive Catalog PF-47. 


rials and equipment. 


Architects — See Sweet's Architectural 
qm File No. 4-A-8 for details. 
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ЕВА! 


NATCO TILE FOR EVERY ТҮРЕ OF BUILDING 


NATIONAL FIREPROOFING CORPORATION 


GENERAL OFFICES 202 EAST OHIO STREET * PITTSBURGH 12, PA. 


* Detroit Boston - Syracuse - North Birmingham 


IN CANADA —Notional Fire Proofing Company of Canada, Ltd., 
Toronto, Ontario 


OCTOBER 1949 181 


THE PHILADELPHIA SAVING FUND SOCIETY... 


(Continued from page 180) 


haunch, perhaps welded, might be used 
today; the detail is mentioned, how- 
ever, because it is an instance of recog- 
nition of the structural principle of 
continuity at a time when that was not 
common practice. 

Utilizmg continuity gave practical 


benefits. Office stories are only 12 ft. 
floor-to-floor. While the knee-braces 
cut down considerably on the headroom 
around columns, column spacing (17 ft. 
8 in.) is such that a bay accommodates a 
pair of average-sized private offices or 
one larger office; in these instances 


AFTER 3O YEARS OF CONSTANT USE! 


Stairs get a lot of punishment in 30 years under the thousands of 
busy feet which go up and down them—year in, year out. Yet this 
unretouched photograph (just taken) of the ‘“‘Feralun”’ stair treads, 
installed 30 years ago in the plant of the Dennison Manufacturing 
Co. at Framingham, Massachusetts, shows no evidence of more 
than a quarter-century’s ''foot traffic." 30 years of resistance to 
wear! 30 years of non-slip underfoot safety! Good for many years 
to come! 

Examples like this show why architects, engineers and builders 
insist on ‘‘Feralun’”’* treads, nosings and plates. Made of cast iron 
with wear-resistant abrasive particles embedded in walking 
surfaces, “‘Feralun’’ provides a sure-footed "grip" that keeps feet 
from slipping— and wears and wears. The coupon below will bring 
you full information on ''Feralun." Send it today. 


*Also available in Bronze—(Bronzalun), Aluminum— 
(Alumalun), and Nickel Bronze—(Nicalun). ® 


AMERICAN ABRASIVE METALS CO. 


IRVINGTON 11, М. J. 


AMERICAN ABRASIVE 
METALS CO. 


470 COIT STREET 
IRVINGTON 11, N. J. 
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braces аге in the plane of partitions. In 
large general office space, it is true, 
headroom appears to be low (1932 
office photo shows one condition, 1949 
photo the other). To gain every possible 
inch of headroom, the ceiling is not 
furred; beams, the underside of the 
floor slab, and air conditioning ducts, 
all plastered, are exposed. All this results 
in a minimum cubage for the total rent- 
able area. Without air conditioning and 
ample daylighting the relatively low ceil- 
ings might be oppressive; with them — 
and the scheme included both from the 
beginning, at least in the architects’ 
minds — this is not much of a problem. 

Although air conditioning for the en- 
tire building was not accepted until 
construction of the steel frame was al- 
most complete, space was found with- 
out much difficulty for the ducts and 
equipment — another instance of ad- 
vance planning? — which has all func- 
tioned perfectly for 17 years. In 1949, 
Опе unit broke down and was out of 
service for a few days; to obviate further 
difficulties, an additional standby unit 
is to be installed shortly. 

The cooling towers on the roof are 
concealed by the sign whose huge neon 
initials, PSFS, have become a landmark. 
The owners were at first dubious (this 
was in pre-alphabetical-agency days) 
of the dignity of such a sign; but when 
they saw that the Society's full name was 
undecipherable from any distance they 
acceded. Since, PSFS has become the 
name by which the bank is generally 
identified. 

As to materials, there have been two 
instances only in which today's knowl- 
edge might have been of benefit. All the 
large panes of glass at bank level have 
been reset; some time ago one fell out 
and others cracked. The cause, deter- 
mined to be hardening of the setting ma- 
terial, has been remedied. At another 
time some brick joints were observed 
to be powdering; though the condition 
was not serious, as a part of their policy 
of preventive maintenance the owners 
decided to repoint all brickwork. In 
some places the hard surface glaze of the 
Lower brick appears to be weathering. 
Interior surface finishes — marble, sheet. 
bronze and stainless steel, rubber tile 
flooring, painted plaster in rented offices, 
even the plywood panels surfaced with 
rare woods which line the directors' 
suite on the top floor, all have a record 
of relatively easy maintenance and, for 
items such as the sheet metal, of thor- 
ough polishing required at extremely 
infrequent intervals. In part, air condi- 
tioning is credited for this. 
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A New Slimline Lighting "Element" 
the DIRECTOR 


АМ "AREA-OF-LIGHT" SOURCE 


Director, by Smithcraft, is a louvered fluorescent lighting 
"element" . . . an extensive, yet unobtrusive, "area-of-light" 
source, which effectively develops the advantages of the new 
75-watt instant-start T-12 8-foot lamp. Director is available 
for two, three, four and six T-12 96" 75-watt lamps; two, 
three, four and six T-8 96" Slimline lamps; апа, in matching 
units, for two, four and six T-12 40-watt lamps with instant- 
start ballasts. This unit provides a downward component of 
| light varying from 70% for the two-light unit to 55% for the 
| six-light unit. Cutoff from lamp glare is 35° lengthwise and 
| “ 30° crosswise from the rigid and square louvers. The Director 
^ can be surface or pendant mounted, individual or continuous 
rows. Director is constructed of electrolytic zinc-coated bond- 
erized steel and finished in white supercoat baked enamel 
with more than 85% reflectivity. Maintainance and installation 
are effectively simplified in the Director — another new and 
outstanding fluorescent unit 
by Smithcraft — manufac- | 
turer of "America's finest 
lighting fixtures" and the 
leader in progressive light- 
ing design. 1 


LIGHTING DIVISION 


<DHELSEA SO MASSACHUSETTS 
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sary to supply a resilient mount or base 
support for the device. In addition, if 
a serious problem is created by genera- 
tion of airborne noise from the machine 
it may be advantageous to build an 
enclosure of fairly substantial walls to 
act as sound barriers. 
noisy hot air heating systems it may be 
necessary to provide sound absorbing 
ducts. In addition, acoustically lining a 


In the case of 


sounds through the duct — say machin- 
ery noise occurring in the basement; 
such lining should be fire-resistant. 
Bathroom noises are often quite a 
problem. Here an important item to 
consider is the use of wall and floor 
constructions which have high sound 
transmission losses. The bathroom door 
is often the chief cause of sound leaks 
inasmuch as it is usually of the light- 


duct reduces the transmission of other weight variety. Precautions outlined 


(| 


ASPHALT TILE 


"he Mooring for beauts- q 


Good looks, low cost and long 
life are three “musts” for the 
brightly attractive flooring 
that has become an integral 
part of today’s residential 
and commercial building 
program—and AZROCK 
Asphalt Tile meets the chal- 
lenge with ammunition to 
spare, 

] A full range of colors makes AZ- 


ROCK's pattern possibilities almost 
limitless. 


2 Installed cost is wonderfully low, 
ond upkeep is os inexpensive as it 
is simple. 

3 Top quality and longevity are at- 
tested to by AZROCK floors that 
have been in service 15 years and 
more, and still retain their new- 
floor good looks. 1 | 


When specifications call for greaseproof flooring, premium-quality 
AZPHLEX asphalt tile will meet the most rigid specs — without blast- 
ing the budget. This is the most nearly universal floor covering ever 
produced..''The asphalt tile that has 
everything!" Both of these colorful life- 
time tiles can be laid over wood, concrete 
or metal sub-floors, on, above or below 


grade. 
For complete information contact your AZROCK-AZPHLEX 
dcaler — or write to Dept. A. Pleasc identify yourself as 
arcbitect, contractor, owner, etc. 


UVALDE ROCK 
ASPHALT CO. 


ASPHALT Tt 
SS SOS рт 
ДСАУ КЕЕ ОЗА ПРСТА 


SAN ANTONIO, TEXAS 


Makers of AZROCK and AZPHLEX Asphalt Tile 


FROST BANK BLDG. 
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previously in connection with doors 
should also be followed with regard to 
bathroom doors. Some plumbing equip- 
ment, such as flushing mechanisms used 
in toilets, may be obtained which are 
fairly quiet in their operation. In some 
cases plumbing noise is transmitted by 
way of pipes which are tied directly to 
adjacent wall structures. This condition 
may be remedied by wrapping resilient 
materials around the pipes between the 
pipe hangers or straps which are fastened 
to the wall. If the pipe line is split into 
shorter sections which are coupled to- 
gether by sections of a resilient material, 
the transmission of vibration is greatly 
reduced. 

Sometimes clicking noise caused by 
operation of light switches, or closing 
of doors may be annoying. The answer 
to these problems is the use of quiet- 
operating accessories and hardware. 


Acoustical Design Applied to Multiple 
Dwelling Units 


In this category are problems relating 
to adequate privacy between dwelling 
units which are occupied by different 
family groups. Many of the precautions 
outlined in previous sections apply, with 
the exception that requirements for 
sound insulation in the case of multiple 
dwelling units are more stringent. 

The basic idea in providing sound 
insulation between multiple dwelling 
units is to have very effective construc- 
tions, walls and floors, between adjoin- 
ing units. The transmission loss of such 
party walls and floors should be at least 
15 db and preferably 50 db. While it is 
possible to use massive homogencous 
masonry walls and floors, there is con- 
siderable advantage to the use of double- 
sandwich type walls and floors. For one 
thing, a massive single wall or floor 
construction, while it may be an effec- 
tive insulator for airborne sound, is a 
very poor insulator for impact or other 
noises caused by direct mechanical im- 
pact. 

From this point of view, one suitable 
method of construction would | consist 
of a massive core divided both horizon- 
tally and. vertically by the floors and 
walls between separate units, as shown 
in Fig. 7. In each one of these cells or 
boxes a secondary box would be located 
suitably subdivided into the appropriate 
number of rooms. If the box is made 
sufficiently rigid and self-supporting such 
as in Fig. 8, it could be supported on the 

( Continued on page 186) 
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lightweight 
rigid steel 


PROTECTION THROUGHOUT. 


THE INSTALLATION 


@ Water-tight protection—particularly in 
concrete construction installations—is a 
vitally important factor in the specification 
of wiring raceway material. That’s why 
more and more architects are specify- 
ing Republic ELECTRUNITE E.M. T. 
—the time-saving, light-weight rigid 
steel raceway. 


With modern compression fittings, such as 
that shown in the illustration, properly 
applied and tightened, there can be abso- 
lutely no danger of joint seepage in an 
ELECTRUNITE raceway installation. 
Actual test and records of countless instal- 
lations in concrete construction, have 
proved that fact many times over. 


For complete information about all of the 
up-to-date advantages of ELECTRUNITE 
E.M.T., call your nearest Steel and Tubes 
Division Representative, or write today to: 


REPUBLIC STEEL CORPORATION 
STEEL AND TUBES DIVISION e CLEVELAND 8, OHIO 
Export Department: Chrysler Building, New York 17, New York 


SEE SWEET'S FILE 


or write us for detailed information on 


these Republic Steel Building Products: 


Pipe—Sheets—Roofing 
Enduro Stainless Steel 
Toncan Enameling Iron 


Electrunite E. M. T. 
Fretz-Moon Rigid Steel Conduit 
Taylor Roofing Ternes 
Berger Lockers, Bins, Shelving 
Berger Cabinets for Kitchens 
Truscon Steel Windows, Doors, Joists 


REG Ш. 5. PAT. OFF 
and other Building Products : 


OCTOBER 1949 


ЕШЕ 


Close up view of first-floor 
raceway installation in large 
midwestern hospital project 
illustrates a typical applica- 
tion for ELECTRUNITE 
E. M.T. “in concrete". 


RIG US PAT ОН 


STRUNE SEMI 


wiring raceway 


SURE Pee, 


the ORIGINAL 
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core structure by an appropriate floating 
floor, possibly a concrete slab on a 
resilient pad, or on beams or joists 
mounted on resilient pads. Another pos- 
sibility for the box-within-a-box con- 
struction is to float the floor, suspend the 
ceiling, and secure the outer vertical 
walls of the inner box by resilient or 
loosely coupled elements, Fig. 9. Ade- 
quate walls in the inner-box unit should 
be, provided. Still another possibility, 


is to separate the massive core into self- 
supporting vertical units so that each 
unit is separated by an air-space. 

It is important that both wall and 
floor construction should have sound 
insulation ratings which are roughly 
comparable. In other words, if an ef- 
fective party wall is used with a poor 
floor, it is possible for more sound to be 
transmitted into the room adjacent to 
the party wall indirectly by way of the 


$ ЕЕ “те Р, TEE DNUS m ^ 


E 


AN UNUSUAL INSTALLATION 
South Broward High School, Hollywood, Florida 


Architects: Clinton Gamble Associates, Fort Lauderdale, Fla. 


Bayard Lukens, Hollywood, Fla. 


All Gate City Awning Windows glazed with heat-resist- 
ing and glare-reducing glass. Concrete fins (right) keep 
sunlight from entering rooms diagonally between sash. 


Coolest Under the Sun... 


In countless locations, in city as well 
as country, Gate City Awning Win- 
dows are satisfactorily answering the 
need for adequate ventilation—and do- 
ing so without mechanical assistance! 


Completely adjustable, these win- 
dows induce fresh air to enter when 
days are calm... break up and deflect 
breezes . . . eliminate drafts ... pro- 
tect against damage by rain. Preci- 
sion fabricated of toxic-treated wood, 
they are economical to install, easy to 


operate and rot-resistant. One redec- 
orating bill avoided by the rain de- 
flecting sash more than pays any 
additional initial cost! 


No matter what the location or cli- 
mate, you can assure abundant light 
and scientifically controlled ventila- 
tion—with Gate City Awning Win- 
dows. For data refer to Sweet's or 
write direct to Gate City Sash & Door 
Co., Dept. AR-10, Fort Lauderdale, 
Florida. 


AWNING WINDOWS BY 


$ Gate City 


Offices and Factory: Fort Lauderdale, Florida • Export Sales Representative: Frazar & Company, 50 Church 
Street, New York 7, U.S.A. e Cable Address: Frazor, N. Y. • Agents in principal cities throughout the world 
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floor construction than is transmitted 
through the wall. 

Inasmuch as in ordinary building ma- 
terials — i.e., concrete, brick, or wood — 
sound is not reduced very much in trans- 
mission over even long path lengths, the 
sound may reappear readily in other 
parts of a building which may be re- 
motely removed from the original source 
room. 

Another possibility, which has been 
particularly exploited in European mul- 
tiple dwelling building projects, is that 
of locating the massive load-bearing 
walls in the interior of the building in 
such a way that they function as effec- 
tive party walls in addition to support- 
ing the building. 

Arrangements of rooms according to 
compatibility of function on opposite 
sides of a party wall is an important 
consideration. Thus it is advisable not 
to locate a kitchen in one apartment 
next to a bedroom in the adjoining 
housing unit. 

Mechanical equipment, such as cen- 
tral-heating units in multi-family struc- 
tures are often high-powered devices 
which must serve many apartments at 
one time. Usually they are located in 
the basement, and apartments located 
directly over and adjacent to such 
equipment are subjected to high noise 
levels caused by their operation. In 
such cases, it is well to provide a partic- 
ularly effective floor construction as a 
sound barrier. In addition, other pre- 
cautions mentioned in the section per- 
taining to single dwellings, to prevent 
the transmission of vibration along heat- 
ing pipes, should be followed. In the 
summer open windows in apartments 
near the basement will be a problem, if 
equipment is in operation at that time. 
A somewhat better way to handle this 
type of situation is to provide a special 
small service building for mechanical 
equipment separated from the housing 
units. 


Conclusion 


In the foregoing discussion we have 
not touched upon the problems involved 
in remodeling and additions to existing 
buildings. From the principles described 
it is believed that one could apply the 
correct acoustical principles to any spe- 
cial problem. In many instances the 
acoustical measures outlined will be 
expensive, yet no one should be deluded 
by the effectiveness of halfway meas- 
ures. 
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ded Ceiling ~y 
Construction | 


Satest and Simplest Method 


The Nailock Method is the simplest and safest method 
of installinga suspended ceiling with or without acous- 
tical tiles. This method presents many exclusive ad~ 
vontages illustrated and described in Nailock Catalog 
N-1, see SWEET'S ARCHITECTURAL FILE, 11b/1. The 
Nailock Method permits the use of a wide variety of 
materials for suspended ceiling construction. 


Nailock Nailing Channel 


First Nailock 
Approx. 2" 
from Wall 


Solid Backing 


Acoustical Tiles Mechanically Fastened 


Reduce Time-Wasting Grief and Time 
Costs on Suspended Ceiling Jobs 


€ Nailock Universal Nailing Channels provide a means for 
securely fastening every unit in place, and assure a rigid, safe 
and permanent suspended ceiling installation. It permits the use 
of larger crews in making installations in large areas due to 
the speed with which Nailock Universal Nailing Channels can . 
be attached to carrying members and the simplicity of nailing 
backing or backerboard materials to these channels. The Nailock 
Method permits the use of any type of acoustical ma- ` 
terials attachable by mechanical means, or by cement- __ 
ing, and all of the usual methods and materials of / 
finishing a ceiling, including plastering. Refer to { 
: ae б ; Nailock Catalog N-1 in SWEET'S 1949 ARCHI- 
Installation with Nailock requires only three 
operations. This shows кыла solid Noche TECTURAL FILE, 11b/1. Catalog available on / » 
to: Nailock Universal Nailing Channel with request. Please use coupon. E 


Nailock Nails which form locking loop around 
rod.Assuresrigidityand permanencyand safety. 


PermitsUseof Any Acoustical Materials Required 


i 


] Nailock Steel Division, The Sanymetal Products Co., Inc. 
: 1704 Urbana Road, Cleveland 12, Ohio 


Please send Nailock Catalog N-! and name of nearest Nailock 
Distributor. 


Name. 


NAILOCK STEEL DIVISION 
Company . 


THE SANYMETAL PRODUCTS CO., INC. IZ 


1704 URBANA ROAD * CLEVELAND 12, OHIO 


the analyzer tube, eliminating the possi- 
bility of error in zone indication. A relay 
in the control panel, operating on fire 
signal, can be used to operate ventilating 
fans, dampers, door-closing releases or 
power cutoff. Walter Kidde & Co., 40 
E. 34th St., New York 16, N. Y. 


FLASHING 


A new method of installing counter 
flashing is designed to eliminate exces- 


LU. 
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sive labor, prevent leakage for prac- 
tically the life of the building and to 
reduce roof repairs. 

A rolled metal form, called Fry Flash- 
ing Reglet, is attached to the forms for 
imbedding in concrete parapets, or 
placed between courses on masonry con- 
struction. Counter flashing, supplied by 
the sheet metal contractor, can be in- 
serted in the reglet in a few minutes 
without grouting or soldering. 


ШШ 


Horn Folding Bleachers and Horn Folding Partitions 
for Greater Space Utilization 


FLOOR SPACE 

ROWS **HEIGHT 

IN USE *CLOSED 
3 4 Ft. 9 In. 1 Ft. 8% In. 3 Ft. O In. 
4 6 Ft. 7 In. 2 Ft. OV In. 3 Ft. 9 In. 
CHECK 5 B Ft 5 In. 2 Ft. 3% In. 4 Ft. 6 In. 
YOUR 6 10 Ft. З In. 2 Ft. 6% In. 5 Ft. 3 In. 
SPACE 7 12 Ft. 1 In. 2 Ft. 10% In. 6 Ft. O In. 
REQUIRE- 8 13 Ft. 11 In. 3 Ft. 1% In. 6 Ft. 9 In. 
MENTS 9 15 Ft. 9 In. SF. 5 lh. 7 Ft. 6 in. 
10 17 Ft. 7 ln. 3 Ft. 8% In. 8 Ft. 3 In. 
11 19 В. 5 In. 3 Ft. 1134 In. 9 Ft. O In. 
12 21 Ft. 3 In. 4 Ft. 3/6 In. 9 Ft. 9 In. 
13 23 Ft. 1 In. 4 Ft. 6% In. 10 Ft. 6 In. 
14 24 Ft. 11 In. 4 Ft. 9% In. 11 Ft. 3 In. 
15 26 Ft. 9 In. 5Ft. 1Y% In. 12 Ft. O In. 
16 28 Ft. 7 In. 5 Ft. 4% In. 12 Ft. 9 In. 
17 30 Ft. 5 In. 5 Ft. 8 In. 13 Ft. 6 In. 
18 32 Ft. З І. 5 Ft. 11% In. 14 Ft. 3 In. 
19 34 Ft. 1 In. 6 Ft. 2% In. 15 Ft. O In. 
20 35 Ft. 11 In. 6 Ft. 6% In. 15 Ft. 9 In. 


Plastic rope, supplied with the reglet, 
makes the weather seal. It is rolled into 
the space between the reglet and flashing 
with a wheeled tool, making contact at 
all points between the two surfaces. 

When roof maintenance is required, 
only the plastic rope has to be removed 
in order to take out the flashing. Fry 
Reglet Co., Division of Watts Electric & 
Mfg. Co., Birmingham, Mich. 
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Flashing simplified by using metal forms 


FLUORESCENT LUMINAIRES 


Two new luminaires have recently 
been introduced by the Miller Co. The 
first, a luminous downlight luminaire, 
is available with three types of hinged 
door enclosures: (1) hinged door with 
lightweight, non-shattering Polystyrene 
lens designed to provide good downward 
light with well-controlled brightness; 
(2) hinged metal louver door, with pre- 
dominant downward distribution of 
light shielded 40 degrees clockwise and 
lengthwise; and (3) hinged door with 
crystal clear, prismatic Lucite lens, 
designed for brightness control both 
crosswise and lengthwise. All three have 
curved side panels of diffusing extruded 
Polystyrene, providing upward light to 
minimize contrast between luminaire 
and ceiling. The door enclosures hinge 
down from the reflector for servicing and 
cleaning. The Hartford is available in 
48, 72 and 96-in. lengths. In 48-in. 
lengths, two or three 40-watt fluorescent 
lamps are used, and in 96-in. lengths, 
four or six lamps. In the 72 and 96-in. 
lengths, 2 or 3 Slimline lamps are used. 


*Dimension includes 4\ in. space between top seat and wall. 
**Height in open position same as closed. For Bleachers higher 
than 20 Rows write for complete details and dimensions. 


FOR SEATING CAPACITY FIGURE 16" PER PERSON. WRITE FOR 


COMPLETE DETAILS ON THE “3 IN 1 HORN GYM PLAN”, NO 
OBLIGATION 


HORN BROTHERS CO. 


A DIVISION OF HORN INDUSTRIES 


The Berkeley is a new all-metal fluo- 
rescent luminaire designed particularly 
for schools, stores, offices and commer- 
cial interiors. The predominant down- 
ward distribution of light is shielded 40 
degrees crosswise and 30 degrees length- 
wise. Approximately 43 per cent of the 
total light is directed upward to mini- 
mize contrast. If no upward light is 
| (Continued on page 190) 
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Every architect who specifies Mesker Steel 
Windows does so, it seems, for a different 
reason. You'll find one man contends no 
heavier or stronger window is made—and he’s 
right. Another enthuses over Mesker’s atten- 
tion to detail... to better hardware, to finer 
finish—and he’s right, too. Ease of installation, 
simplicity of operation, low cost maintenance 
... Whether you specify Mesker for these or 
any other reason, remember: dollar for dollar, 
Mesker Steel Windows are one of America’s 
greatest values in a building product! 


MESKER INTERMEDIATE PROJECTED WINDOWS 


Hospitals, schools, banks, factory offices, stores and public 
buildings all over the nation feature these popular steel 
windows. Steel members are 134” deep...extra heavy, 
extra strong. Available with or without hopper ventilators 
in a wide range of heights and widths. 


MESKER BROTHERS * 4338 GERALDINE 


OCTOBER 1949 


JACKSON COUNTY MEMORIAL HOSPITAL 


ALTUS, OKLAHOMA 
Architects: 


Hudgins, Thompson, Ball & Associates, Oklahoma City, Okla. 


Contractor: 
Lippert Brothers, Oklahoma City, Okla. 


Mesker Sales Engineers: 
Scovil & Sublett, Oklahoma City, Okla. 


AVENUE * SAINT LOUIS 15, MISSOURI 


189 


ARCHITECTURAL 


_ENGINEERING 


| TECHNICAL 


desired, baffles may be attached to the 
top of the reflector. This luminaire uses 
two 40-watt lamps. The Miller Co., Illu- 
minating Div., Meriden, Conn. 


UNDERCOUNTER REFRIGERATOR 


A 4 cu. ft., undercounter refrigerator 
is now available for such limited areas 
as efficiency kitchens, doctors' and busi- 
ness offices, recreation rooms, etc. The 
new model, the U-4, is 3414 in. high, 24 


(Continued from page 188) 


in. wide and 27 in. deep, including 


hardware. It is designed to fit under 
standard-height drainboards and kitchen 
counter surfaces. The door is mounted 
for right-hand opening, but can be 
converted easily to a left-hand door. 
The refrigerator has a 0.45 cu. ft. 
freezer which can hold 16 Ib. of frozen 
food and two 14-cube ice trays, accord- 
ing to the manufacturer. An anodized 
aluminum meat tray (holds up to 10 


decisively established. 
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INFRA Insulution 
Pleuses the Professors 


Infra Insulation has had remarkably wide use in buildings of a 
long list of Colleges, Universities and Engineering Schools. They 
have access on their own campuses to the finest scientific talent, 
make thorough tests, base their selection on searching, impartial 
appraisal. In college after college, in test after test, Infra is selected 
— because Infra's superior insulating values are so quickly and 


JUST A FEW COLLEGES WHICH HAVE USED INFRA 
Bowdoin College, Brunswick, Maine 
Colby College, Waterville, Maine 
Culver Military Academy, Culver, Ind. 
Harvard University, Cambridge, Mass. 
Massachusetts Inst. of Technology 
Michigan State, Traverse, Mich. 
Princeton University, Princeton, N. J. 
Purdue University, Purdue, Ind. 

Wells College, Aurora, N. Y. 


Infra's multiple separated aluminum sheets provide 
4 reflective spaces and 4 reflective surfaces, each 
non-condensation-forming. Two sheets of aluminum 
and the accordion partition block convection cur- 
rents. Infra's triangular reflective air spaces and 
small mass eliminate conduction as a problem. 


INFRA C FACTORS AND ROCKWOOL EQUIVALENTS 
С.052 Heat Flow Down, equals 6” Rockwool. 1 
C.093 Heat Flow Up, equals 312” Rockwool. m lation made by 
C.10 Lateral Heat, equals 3 1/3" Rockwool. 


BESRA TENES 


W Infra for details 
Ш and FREE COPY of 
Bl “Bulletin No. 38,” 
issued by the Na- 
tional Housing 
B Agency of the 
W Government, re- 
ШЇ porting tests of 
Aluminum Таѕо- 


ш the U. S. Bureau 
Ш of Standards, and 
Bi dealing princi- 
Ш pally with the 

problems of heat 


MULTIPLE ACCORDION ALUMINUM & Bl transfer and con- 


TRIANGULAR REFLECTIVE AIR celis M densation. 
ш 
n 7? INSULATION, INC. B 44... Depr. 
10 Murray St., N. Y., N. Y. B 


AR 


lb.), two chrome-finished metal shelves 
and an acid-resistant food liner are pro- 
vided. Westinghouse Electric Appliance 
Div., Mansfield, Ohio. 


MODULAR COOLERS 


Five sizes of Armorply panels, consist- 
ing of a thin strip of metal adhesively 
bonded to plywood, have been designed 
to provide almost any desired amount of 
refrigerated space for large industrial, 
commercial and farm applications. 


Metal-covered plywood panels, backed 


by insulation, serve as cooler enclosures 


The modular panels, faced with either 
stainless steel, aluminum ог electri- 
cally zinc-coated steel, are designed 
around a 4-in. thickness of Fiberglas 
insulation. The panels are available for 
coolers 8 ft. high, 8, 10 or 12 ft. wide, 
and, within 2-ft. multiples, in any length 
desired. 

The panels, which have been under 
test for the past two years and are now 
in practical operation, provide an imper- 
vious barrier to the transfer of water 
vapor, according to the manufacturer. 
This is said to effectively eliminate, 
within practical limits, the main factor 
causing insulation to “ice up” and lose 
efficiency. United States Plywood Corp., 
Weldwood Bldg., 55 W. 44th St., New 
York 18, N. Y. 


AWNING WINDOW HINGE 


Developed to permit painting and 
cleaning the top sash of awning windows 
from indoors, is a new maintenance 
hinge. To operate this hinge, the me- 
chanic simply disconnects the upper 
links, springs two friction type pins and 
lowers the sash. When through he raises 
the sash to its regular position, connects 
the links and the window is ready for 
normal operation. The manufacturer 
claims that the Gale City Awning Win- 
dow provides access to both sides of all 
sash without affecting the weather- 
tightness. Gate City Sash and Door Co., 
Fort Lauderdale, Fla. 

(Continued on page 192) 
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ONLY WELDWOOD FIRE 
DOORS GIVE YOU 


THESE 8 UNIQUE ADVANTAGES 


1. 


Distributing units in. Albany, 
hicago, Cincinnati, Cleveland, Detroit, Fresno, Glendale, East Hartford, 


Increased Safety 


The only wood-faced fire door which bears 
the Underwriters’ label. All Weldwood 
Fire Doors are approved for class B 
openings. 


Beauty 


Because of their beautiful wood faces, 
Weldwood Fire Doors harmonize per- 
fectly with any decorative scheme. 


Durability 


The Underwriters’ Laboratories tested a 
Weldwood Fire Door for durability by 
mechanically opening and closing it 
200,000 times. At the end of the test, the 
door was unaffected and still opened and 
closed perfectly. 


Dimensional Stability 


Weldwood Fire Doors are so dimension- 
ally stable that we guarantee them against 
sticking in summer or rattling in winter 
due to any dimensional changes in the door. 


Light Weight 


Atlast...a real fire door that is not heavy 
or unwieldy. A standard 3 x 7 door weighs 
approximately 80 Ibs. 


Vermin and Decay Proof 


The mineral composition core used in 
Weldwood Fire Doors is permanently 
resistant to fungus, decay, and termites. 


High Insulating Qualities 
Another noteworthy characteristic of the 
core is its high insulating value over a 
wide range of temperatures. It is efficient 
against temperatures from freezing up to 
that of superheated steam. 


Moderate Cost 


Investigate these doors for use on your 


next job. You will be pleasantly sur- NAME 
prised at the low initial cost, and the COMPANY. 
minimum of maintenance required. 

ADDRESS 


WELDWOOD COMPOSITE 


riters' Taboratori j 
Маб еШ е SPECT е5 Inc. 


FIRE DOOR FOR OPENING 
IN VERTICAL SHAFT 


FIRE DOOR 


U.S. PLYWOOD CORP. 
ALGOMA, WIS. 


OW... plan on permanent fire protection plus the rich beauty 
of real wood! Here at last is an absolutely fire-safe door 
that is also a decorator’s delight. 

Thanks to the handsome hardwood facing that distinguishes 
this unique Weldwood door, you can plan on bringing extra 
beauty to every room. Yes, these beautiful new Weldwood Doors 
тыр you to carry your decorative theme throughout the building 

- while giving you lasting fireproof construction! 

Write today for complete information. You'll also want full 
details about the Weldwood Standard Flush Veneer Door with 
incombustible mineral core for use where a labeled door is not 
required. 


lemma EDGE BANDING 

Of fireproofed Birch hardwood 
matches the faces. 

MINERAL CORE 


Strong, light, fireproof material. 
Great dimensional stability. 


CROSS BANDING 

Of 1-16" veneer is bonded to core 
with waterproof Tego-Film glue. 
FACE VENEER 

Is birch. Other decorative woods 
available on special order. 

SIZES AND THICKNESSES : 


Made in wider range of sizes; 
134"' thick. 


MAIL 
COUPON 
FOR 
DETAILS 


United States Plywood Corporation (Эвр, pe 
55 West 44th Street, New York 18, 


Please send literature giving complete details of new 
Weldwood Fire Doors and matching Weldwood 
Standard Flush Veneer Doors. 


UNITED STATES PLYWOOD CORPORATION 
55 West 44th Street, New York 18, N. Y. 


Baltimore, Boston, 


Brooklyn, Buffalo, 


U.S.- Mengel Plywoods, Inc., distributing units in Atlanta, Birmingham, 
Dallas, Houston, Jacksonville, Kansas City, Louisville, New Orleans, 


San Antonio, St. Louis, Tampa 
In Canada: United States Р оба of Canada, Limited, Toronto. Send 
inquiries to nearest point. 


High Point, Indianapolis, Los Angeles, Milwaukee, Newark, New Hyde 
Park, N. Y., New York, Oakland, Philadelphia, Pittsburgh, Portland, Ore., 
Richmond, Rochester, San Francisco, Seattle, St. Paul, Toronto. Also 
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DOUBLE-DUTY KITCHEN VENTILATOR 


Now available is a kitchen ventilating 
fan that can be operated as a window ex- 
haust fan or can be snapped out of its 
window panel and be used as a portable 
circulating fan. The unit consists of an 
adjustable steel panel which holds a 
10-in. fan having three, wide-area, plas- 
tic blades. When used as an exhaust the 
fan has a capacity of 550 cu. ft. per 


(Continued from page 190) 


min. When used as a portable circulating 
fan it can move 900 cu. ft. of air per 
min. Westinghouse Electric Appliance 
Div., East Springfield, Mass. 


MODULAR LIGHT FIXTURES 


Design features of Mitchell Module 
fluorescent’ lighting fixtures are said 
to make it possible for a mass-produced 
lighting system to fulfill custom-fitted 
lighting requirements. The new system 


6 cubic foot (net) refrigerator on the 


MURPHY - CABRANETTE KITCHEN - Series 


Here is a complete family-size kitchen . . . 
streamlined into compact assembly only 69 
inches wide. Modern range (gas or electric) 
with full-size oven and broiler, a 6 cu. ft. 
(net) refrigerator with stainless steel frozen 
food locker, a one-piece sink-and-range top, 


69 


storage space. Entire front is genuine vitreous 
porcelain . . . permanent beauty that cleanses 


with soap and water, retains its gleaming 
whiteness forever. Minimum maintenance cost 
is proven in more than 25 years of service in 
rental properties. Write for complete bulletin. 


DWYER PRODUCTS CORPORATION 


Dept. RIO— MICHIGAN CITY, 
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INDIANA 


consists of four modules having either 
a single or multiple measurement of 1614 
in. which can be put together end-to- 
end, side-to-side and end-to-side to 
achieve unlimited patterns. 

Module “А” is 1614 in. sq., and uses 
four 14-watt, 15 in. lamps. Module “B”’ 
is the same size but uses one 32-watt, 
12-in. dia., Circline lamp and either a 
spot or flood lamp. Module “С” is 4834 
by 1614 in. and uses four 40-watt, 48 in. 
lamps. Module “ D" is 9716 by 1614 in. 
and uses four 75-watt, 425 ma Slimline 
lamps. 


Fluorescent light fixtures in four basic 
sizes can be combined for many patterns 


Development of a new clamp con- 
nector is said not only to make original 
installation simple, but also to make it 
possible to add Modules to existing pat- 
terns. Mitchell Mfg. Co., 2525 N. Cly- 
bourn St., Chicago 14, Ill. 


Photographic wall murals can be used in 
small rooms to provide spacious feeling 


PHOTOGRAPHIC MURALS 


Photographic wall murals, made by a 
new screenless process to maintain the 
high quality of the negative, are now 
being offered at a lower cost when used 
in large quantities. 

Foto Murals are described as being 
especially suitable for use in multiple 
housing projects to enhance the value 
of the units and to create the illusion of 
expanding the walls of small rooms. 

Foto Murals are available in sepia and 
black and can be installed like wallpaper 

(Continued on page 194) 
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Architect: Carl A. Strauss, Cincinnati, Ohio. 


Shermopane ... adds extra comfort 


to daylight design 


Two Panes of Glass With Thermopane*, you give your clients three advantages 


in one wall. You bring daylight indoors, open rooms to out- 

— door beauty and assure greater comfort all year. | 
This sealed, double-glass unit solves the problem of window 
occi insulation once and for all. By specifying Thermopane through- 
(Metal-to-Glass| out the house, you eliminate the bother and maintenance of 


storm sash. In winter, Thermopane cuts heat loss, reduces 
downdrafts, minimizes condensation, saves fuel. In summer, it 
helps keep rooms cooler. For details, write for our Thermopane 
book and list of standard sizes. 


Cutaway view of Thermopane Shermopane 


FOR BETTER VISION, SPECIFY THERMOPANE 


*@ 


MADE WITH POLISHED PLATE GLASS MADE ONLY BY 
eee nat mes LIBBEY- OWENS- FORD GLASS COMPANY 
] 6109 Nichclas Building, Toledo 3, Ohio 


OCTOBER 1949 193 


by a competent paper hanger in less than 
an hour, according to the manufacturer. 
Foto Murals of California, 672 S. Lafay- 
ette Park Place, Los Angeles, Calif. 


CEILING-TYPE VENTILATOR 


Outstanding advantages claimed for 
the new ILG Ceiling- Type Ventilator are 
ease of installation and maintenance and 
quiet operation at full capacity. The 
‘complete grille and fan assembly is 


(Continued from page 192) 


hinged so that it may be easily detached 
from the unit for cleaning, and the 
patented fan wheel has been designed to 
combine high capacity with low cost and 
quiet operation. A built-in electrical 
plug and the hinge hold the grille in 
place; when the grille is opened for 
cleaning, the circuit is automatically 
broken. 

A patented spring booster on the 
insulated discharge dam per opens the 


Special problems of 
installation will re- 
ceive prompt atten- 
tion from the Rixson 
engineering and de- 
signingdepartments. 


EDT Oscar C. 


4450 Carroll Avenue 


е 
Rixson Company 
Chicago 24, Illinois 

Established 1900 


CONCEALED 


OVERHEAD 
DOOR CHECKS 


Especially Compact for 
NARROW 
Headframes and 
Transom Bars 
... Metal or Wood 


Rixson No. 220 concealed 
single-acting overhead door 
checks—for interior, vestibule 
or entrance doors—are par- 
ticularly desirable when small 
space isa factor. These sturdy, 
reliable units are only 278” 
wide x 278" high and 17” 
long. Checking action is con- 


trolled by two valves—for closing and latch 
control. When door is closed, no parts of the 
plate, check or arm are visible. Roller bear- 
ings throughout. Spring control easily ad- 
justable. Hold-open feature available. Spe- 
cific literature and specifications will be fur- 
nished on request. 


2 


2121212422 


c. | m 
У я 


Cees 


Telephone Mansfield 6-5050 


SALES REPRESENTATIVES 


ATLANTA—W alter S, Johnson, 917 St. Charles Ave., 
Tel. Vernon 4725. 
CANADA—The Richards-Wilcox Canadian Co., Ltd., 
London, Ont., Tel. Fairmont 2800. 
LOS ANGELES—George E. Tupper, 1010 W. Olympic 
` Bivd., Tel. Prospect 0924. 
NEW YORK—Fred G. MacKenzie, 107 Reade St. 
Tel, Barclay 7-6852. 
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PHILADELPHIA—G. Norris Williams, 211 Greenwood 
Ave., Wyncote, Pa., Tel. Ogontz 1929. 
PORTLAND, ORE.—W. N. Browning, 529 Henry Bldg., 
Tel. Atwater 5839. 

SEATTLE—E. R. Spragg, 4012 East 38th St, Tel. 
Kenwood 7605. 

WASHINGTON, D. C.—L. J. Fait, 2068 14th St. Nu 
Arlington, Va. Tel. Chestnut 6262, 


damper freely when the ventilator is 
started and closes it when the ventilator 
is turned off. 

The mounting plate is adjustable to 
permit installation flush with the ceiling 
in plaster or plywood construction from 
14 to 114 in. thickness. Standard 314 by 
12 in. wall stack duct and elbows are 
recommended for use with the ventila- 
tor. Ilg Electric Ventilating Co., 2850 
N. Crawford Ave., Chicago 41, Ill. 


High capacity featured in ceiling fan 


HOLLOW FLUSH DOORS 


The Hasko Arch-Kor flush door em- 
ploys a series of arched ribs, running 
vertically within a solid lumber frame, 
to support the face panels of the door. 
By eliminating horizontal members in 
contact with the face panels, the manu- 
facturer claims that any “‘ show through °’ 
of core construction in the finished door 
is eliminated. The ribs are of l$ in. 
veneer, spaced on 1% in. centers, and 
arched 2 in. 


Flush door has arched ribs for support 


Hardwood veneers (210 in.) and face 
veneers of 250 in. birch are cross- 
erained and bonded to the core for maxi- 
mum resistance to warping and buck- 
ling. 

The doors are available in two grades: 
unselected for color, but matched for 
grain; and unselected for color and un- 
matched. Haskelite Mfg. Corp., Grand 
Rapids 2, Mich. 

(Continued on page 196) 
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up from the minor leagues 


Stainless steel has now moved up to the 
major leagues. Advances in strip mill tech- 
niques have played an important part. Now, 
CRUCIBLE, using the best of these accepted 
modern techniques, plus exclusive ones of 
its own ...is producing stainless by specialty 
steel production methods at the busy Mid- 
land Works. In the first mill specifically built 
for the production of stainless, top steel 
specialists are putting to good use $18,000.- 
000 of new tools and buildings. When the 
leader in the specialty steel field applies 
specialty steel production methods to stain- 
less, you can rightly expect that from 
CRUCIBLE you'll get the best that a half 
century of experience and modern tools can 
provide. 


The new mill will produce stainless in 
widths of 14" to 50" inclusive, in all gauges, 
grades and finishes. This is important news 
to users of stainless steels, because with 
Trent Tube Company joining the organiza- 
tion, you can get stainless from Crucible in 
every form: sheets, strip, plates, bars, wire. 
forgings, castings and tubing. Crucible offers 
comprehensive data sheets and unsurpassed 
metallurgical service. Your inquiries are 
welcome. 


CRUCIBLE STEEL COMPANY OF AMERICA 
105 Lexington Ave., New York 17. N. Y. 


Branches, Warehouses and Distributors in Principal Cities 


STAINLESS * HIGH SPEED * TOOL • 
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comes 
stainless 


sheet 


and strip 


* MACHINERY * SPECIAL PURPOSE * 


ALLOY STEELS 
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WALL HEATER 


New models of the Royal Jel-Flow 
wall-type warm air heater are said to 
combine compactness with high quality 
performance. The 45,000 and 55,000 
Btu input sizes occupy a space of only 
1024 by 273% in., and the 25,000 and 
35,000 Btu input sizes measure only 
1094 by 21 in. The new model which is 
smaller in size than former ones is en- 


(Continued from page 194) 


closed in a Masonite hardboard cabinet. 

Air is taken in through a register 
located at floor level, and is passed over 
the heating element into a cone shaped 
duct. When it leaves the register located 
just below the ceiling level, it is travel- 
ling at about 300 ft. per min. With this 
velocity plus the downward direction of 
the louvers, a portion of the air is said to 
reach the floor almost immediately, with 
the balance flowing across the ceiling, 


E 


=" 


TERRAZZO in action 1 


D mum 


zit 


makes every door 


a "service" entrance 


No pampering needed when TERRAZZO is underfoot! 
Marble-hard and concrete-durable, TERRAZZO asks 
no quarter and gives no trouble. It is highly stain- 
resistant and practically mar-proof. It is fool-proof in 
maintenance, only routine washing and 
cleaning. 


requiring 


Detailed infor- 
mation and com- 
plete specifica- 
tions available 


Designs? Unlimited. Colors? A wide range. Other 


uses besides floors? Sure: walls, baseboards, wain- in free AIA Kit. 
scots, and stairs. Replacement? When the building um for yours 
is replaced! Specify TERRAZZO and do your client 3 
А SEE\OUR 
Tvl . CATALOG IN 
a permanent service лен 
| 


THE NATIONAL TERRAZZO AND MOSIAC ASSOCIATION, INC. 


1420 New York Avenue, N. W. Dept. R 


Washington 5, D. C. 
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down outside walls and back across the 
floors to the register. Royal Heaters, 
Inc., 1024 Westminster Ave., Alhambra, 
Calif. 


New model wall heater is reduced in size 


RADIANT BASEBOARD 


Featuring economy in both original 
and labor costs is the new Krilzer Radi- 
ant Baseboard which is said to require 
only three simple steps for a finished 
installation. 

The coils of the baseboard system con- 
sist of 10 ft. sections of 2 by 5% in. 
aluminum fins mechanically bonded to 
two, 3 in. on center, copper supply 


ADJUSTABLE 
BRACKET 


A a^ mes 


$ > 
BACK PLATE 


Baseboard heater installed in three steps 


tubes. No fittings are required to join 
the ends of the copper tubing when the 
coils are being installed. As two sections 
are brought together, the supply ends in 
one section are belled, the ends of the 
other section are inserted into this 
bell, and a solder ring is heated and 
melted between the two. 

Coils are mounted so that the air can 
circulate behind them. Kritzer Radiant 
Coils, Inc., 2901 Lawrence Ave., Chi- 
cago 25, Ill. 

(Continued on page 198) 
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American-Standard 


First in heating... first in plumbing 


Ш American-Standard Plumbing Fixtures go in- 
to another outstanding building! 


This time it’s Southern California’s largest 
office building, the new $11,000,000 home 
of General Petroleum Corporation in Los 
Angeles. 


In keeping with the scores of engineering and 
architectural features that make this striking 
structure one of the nation’s most modern, are 
the hundreds of fine quality American-Standard 
Plumbing Fixtures throughout the big building. 


An interesting feature about this installation 
is that the fixtures are wall supported. This 
absence of floor obstructions makes for neater, 
cleaner rooms . . . and greatly reduces the im- 
portant item of rest-room maintenance. 


For more than half a century, American- 
Standard products have been enjoying the un- 
qualified recommendation of leading architects 
and builders. Not only because of the fine 
quality and unvarying dependability of the 
products themselves, but also because the Amer- 
ican-Standard line covers heating and plumb- 
ing for every type of installation. 

Your Heating and Plumbing Contractor will 
be glad to furnish full information about the 

complete American-Stand- 
ard line. American Radia- 
tor & Standard Sanitary 


General Petroleum's New Los Angeles Home Corporation, P. O. Box 
1226, Pittsburgh 30, Pa. 


has American- Standard Plumbing Fixtures throughout 


Architects: Wurdeman & Becket, Los Angeles 
Mechanical Engineer: Ralph E. Phillips, Los Angeles 
General Contractor: P. J. Walker Company, Los Angeles 
Plumbing Contractors: Howe Brothers, Los Angeles 


Wholesale Distributor of Plumbing Fixtures: Keenan 
Pipe & Supply Company, Los Angeles 


FENWICK Lavatory, made of genuine GLENCO Water Closets are ideal for LUCERNE Lavatories and WASHAL Urinals, both of genu- 
vitreous china, fits neatly into one of public use. Quiet, thorough-flush- ine vitreous china, make the Men’s Rooms in this new 
the coat closets built inside many of ing, easy-to-clean. Shown in off-the- building models of cleanliness . . . go far towards re- 
the building’s modern offices. floor partitioned compartments. ducing maintenance time and costs. 


АЕА ДАК ВАА ALAS Sewing home and industry EAE N E ES S E E E ЧЫ S 


AMERICAN-STANDARD * AMERICAN BLOWER * CHURCH SEATS * DETROIT LUBRICATOR * KEWANEE BOILER * ROSS HEATER * TONAWANDA IRON 
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=GAS OR OIL 


Don't let Winter unnecessarily in- 
crease your power costs. Have Todd 
burners—save up to 1095 on your 
fuel and maintenance bills . . . get 
greater power capacity. Let skilled 
Todd specialists, backed by 35 years 
of Todd experience, engineer your 
boiler plant for utmost economy... 
replace your obsolete equipment... 


provide efficient new installations. 


Oil Burners 
Gas Burners 


Combination 
Oil and Gas 
Burners 


COMBUSTION EQUIPMENT DIVISION 
TODD SHIPYARDS CORPORATION 


81-16 45th Ave., Elmhurst, Queens, N. Y. 


NEW YORK * BROOKLYN * ROCHESTER 
BUFFALO * HOBOKEN * NEWARK * PHILADELPHIA 
HARRISBURG * YORK * PITTSBURGH * CHICAGO 
RALEIGH *CHARLESTON, S. C. * BOSTON* SPRING- 
FIELD, MASS. * BALTIMORE * WASHINGTON 
RICHMOND, VA. * ATLANTA * BIRMINGHAM 
CLEVELAND * DETROIT * GRAND RAPIDS * TAMPA 
GALVESTON * SAN ANTONIO * DALLAS * HOUSTON 
TULSA * MOBILE * NEWJORLEANS * SHREVEPORT 
DENVER * SALT LAKE CITY * LOS ANGELES * SAN 
FRANCISCO * SEATTLE * MONTREAL * TORONTO 
BARRANQUILLA * BUENOS AIRES * LONDON 
HAVANA * PUERTO RICO * ORANGEBURG, S. C. 
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COMBINATION AIR DIFFUSER, 
PENDANT LIGHT 


Where architectural or decorative con- 
sideration require an air diffuser and 
light fixture to be located at the same 
spot, a modification of the Kno-Draft 
Adjustable Air Diffuser is available 
which will accommodate any pendant 
light fixture, according to the manu- 
facturer. 

The diffuser is said to retain all of 
its functional features when combined 
with pendant lighting which can be in- 
corporated in any size or type of diffuser. 
W. B. Connor Engr. Corp. 114 E. 
32nd St., New York 16, N. Y. 


TEMPERATURE CONTROL SYSTEM 


A completely self contained tempera- 
ture control system for hand-fired house 
heating plants has been developed which 
automatically adjusts dampers and 
checks. 

Since the system uses both electric 
and hydraulic power, the small motor is 
said to exert more than ample force to 
adjust the dampers and checks. The 
assembly consists of an oil-encased elec- 
tric motor which operates a hydraulic 
pump; the pump in turn forces oil against 
a diaphragm, moving an arm connected 
by pulleys and chains to dampers. 

The thermostat of the Y 279A Electric 
Janilor Kil is said to be less than half 
the size of conventional thermostats and 
is designed to activate short, regulated 
operations to maintain even tempera- 
tures. Minneapolis-Honeywell Regula- 
tor Co., Minneapolis, Minn. 


FLOW CONTROL VALVE 


Among the uses for the Dole Flow- 
Control Valve, described as giving a 
constant flow of water regardless of 
pressure, are for instantaneous water 
heaters, showers, automobile washing 
equipment, etc. 

Previously this valve has been of- 
fered only as an integral part of Dole 
equipment, but now is available as a 
separate unit. The valve uses a simple 
control consisting of a flexible orifice 
that varies its area in inverse proportion 
to the pressure. Laboratory tests are 
said to show that these valves will accu- 
rately control the flow at any pressure 
from 15 to 150 psi. The Dole Valve Co., 
1933 Carroll Ave., Chicago 12, IIL. 


ANCHOR FENCE 
v/ DEEP-DRIVEN ANCHORS 
v/ SQUARE FRAME GATES 
V Н-ВЕАМ LINE POSTS 


v SQUARE TERMINAL POSTS 


Sonnet, 


(2 
f, 
Qu 


Specify ANCHOR and 
he SAFE! 


eee you're specifying fence 

for industrial, institutional or resi- 
dential jobs, you can rely on Anchor 
Chain Link Fence to insure lasting fence 
protection for your clients. For years, 
leading architects have been writing 
'Anchor'" into their fence specs for 
features like these: 


1. Deep-Driven Anchors, which hold 
the fence erect and in line, in any soil or 
weather; 2. Square Frame Gates, amaz- 
ingly free from warping and sagging; 3. 
H-Beam Line Posts, self-draining, rust- 
free and rigid; 4. Square Terminal 
Posts, which improve strength, dura- 
bility and appearance. 

Make sure your A.LA. File 14-K is 
complete. Write today for our free, 
illustrated booklet . . . showing many 
types and uses of Anchor Chain Link 
Fence . . . containing structural dia- 
grams and specifications. 


Write for your copy to: ANCHOR POST 
FENCE DIVISION, Anchor Post Prod- 
ucts, Inc., 6600 Eastern 
Baltimore 24, Maryland. 


chor Fence 


‘Sales and Erecting Servite 


Avenue, 
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“Such and such a brand... or equal". The term is 
necessary, sure. But there are so many things about 
a product... 


Take Fenestra* Intermediate Steel Windows. 
Look closely and you'll see that there is not even 
a hairline crack at frame and vent corner joints. 
Those corners are mitered, welded and smooth fin- 
ished, giving the entire window a strength and 
rigidity hard to "equal". Lift the window and 
shake it. You'll see. 


Notice, too, that weathering baffles are built in... 
not just "applied". Independent laboratory tests 
prove Fenestra Intermediate Steel Windows tough 
to "equal" for minimizing air infiltration. 


Specially designed hardware brackets are welded, not 
screwed, to ventilators. They stay on, tight, for years. 


Those are little things. But they add up to better per- 
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formance, longer. And, naturally, client satisfaction. 


Fenestra Windows' larger glass areas invite in 
extra daylight. Air-deflecting vents bring in draftless 
ventilation. Designed to modular standards, these 
beautiful windows can be installed economically as 
single units or as whole window walls of combined 
units. Maintenance costs are low. Cleaning and 
screening are done from inside. 


Fenestra Projected and Casement and Combination 
Windows are going into schools and hospitals all 
over the country. Commercial buildings. And homes. 
Sometimes for one or two of their advantages, but 
mostly for the combination of all their advantages. 
That combination has no "equal". 


For full information on types and sizes mail the 
coupon. For immediate personal service, call your 
local Fenestra representative. 


porri eas 


1 Tin 


1 Detroit St, 3 
Dept. AR eel Products Company, 


2252 East Gra 
etroit 11, Mi 
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Туре ‘WI Radiation 
Use Webster Type WI Radiation 
with steam or hot water to “spot” 
heat where you want it—wherever 
floor space or vertical wall space, 
or both, are limited. Use it, too, to 
spread heat evenly along cold 
exposed walls—to provide even, 
clean heating comfort. 


Installation 
around 
skylight 


A 4-foot piece of Type WI equals 
25 square feet of ordinary radiation 
and weighs only 14 lbs. Plain ends 
or threaded adapters. Pressed steel 
covers available. 


Find out more about Webster Type 
WI Radiation. Call your nearest 
Webster Representative. Or write us. 


COMING! 


Webster Туре “WI” Radiation in а new role. 
Ideal for schools, office buildings, and other 
institutional and commercial applications. 
Ask for new Bulletin B-1551, soon ready. 


Address Dept. AR-10 | 
WARREN WEBSTER & СО. | 


Camden 5, N. J. Representatives in Principal Cities 
In Canada, Darling Brothers, Limited, Montreal 


С/е бел 


HEAT ш ы G 
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Western Pines— Idaho White Pine, 
Ponderosa Pine and Sugar Pine. Both 
traditional and modern interiors are 
shown. Single copies of both booklets are 
available free of charge. 64 and 20 pp., 
illus. Western Pine Assn., 510 Yeon 
Bldg., Portland 4, Ore.* 


Extruded Aluminum 


Reynolds Aluminum Extruded Shapes. 
Covers the advantages and various ap- 
plications, and tells how a single extru- 
sion will frequently eliminate the as- 
sembly of two or more parts. Commer- 
cial tolerances and specified mechanical 
properties are discussed. Other informa- 
tion given includes data on lengths, 
alloys, tempers and chemical composi- 
tions. 4 pp., illus. Reynolds Metal Co., 
Aluminum Div., 2500 S. Third St., 
Louisville 1, Ky.* 


Aluminum Roofing 


How to Apply Kaiser Aluminum Roof- 
ing. Sketches and text tell how to apply 
corrugated aluminum roofing to new and 
old buildings. Drawings show various 
joints used such as: ridge roll, gambrel 
roof joint, end and side wall flashing, 
roof side lap and gable end, wall corner 
and side lap, roof end lap. Accessories 
and available sizes are also covered. 
6 pp., illus. Permanente Products Co., 
Kaiser Bldg., 1924 Broadway, Oakland 
12, Calif.* 


LITERATURE REQUESTED 


The following individuals and firms 
request manufacturers’ literature: 

Phineas Alpers, Student, 715 Hill St., 
Ann Arbor, Mich. 

Clayton C. Cousins, Architect and 


Registered Engineer, 4921 Albion St.,. 


Boise, Idaho. 

William H. Elliott, A.I.A., Architect 
and Consulting Engineer, Old Kent 
News Bldg., Chestertown, Md. 

Maurice Girard, Registered Archi- 
tect, P. O. Box 1222, Rouyn, Quebec. 

Hollis Johnston, A.I.A., 208 South- 
west Stark St., Portland 4, Ore. 

Horace B. Knight, Jr., Student, 503 
West Ave., Pawtucket, R. I. 

Frederick A. Phelps 21 Fulton St., 
Newark 2, N. J. 

Ernest J. Pilotti, Consulting En- 
gineer, 6 Main St., Binghamton, N. Y. 

Robert I. Upshur, Architect, 60814 
Harden St., Columbia, S. C. 


Too late 
for protection 


that would have 
cost so little! 


A well-designed building is 
a well-protected building. And 
no protection is more impor- 
tant than the fire warning 
system. 


Couch Fire Alarm Systems 
are designed to provide just 
such reliable protection by 
making it possible to sound 
an alarm . . . to call outside 
help . . . in a jiffy. From the 
many types available there's 
one to fit your needs. 


Bulletin 116 gives complete 
specifications on all Couch 
Fire Alarm Systems. Get this 
handy reference by writing 
today. 

Couch Fire Alarm 
and Watchman’s 


Reporting System 


* = ез 9 «а о о ан 
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One of several types of Couch 
protective equipment . . . provides 
for around the clock protection in 
large buildings . . . each fire and 
watch station transmits distinctive 
code signal which is recorded on 
paper tape along with hour and 
date . . . may be installed with a 
wide variety of signal alarms. 


S. H. COUCH CO,, INC. 
DEPT. 310-A 
NO. QUINCY 71, MASS. 


PRIVATE TELEPHONES for HOME 
and OFFICE * HOSPITAL SIGNAL- 
ING SYSTEMS * APARTMENT 
HOUSE TELEPHONES and MAIL- 
BOXES * FIRE ALARM SYSTEMS 
for INDUSTRIAL PLANTS and 
PUBLIC BUILDINGS. 
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If. you've ever received a FABRON bid that seemed far 
out of line . . . chances are that one or another of the 
following factors led to unnecessarily inflated figures: 


1. The bidders were uninformed as to which of 
FABRON'S numerous price classifications applied to 
the job — Result: for self-protection, high classifica- 
tions were selected as basis for bids . . . giving a dis- 
torted picture of FABRON costs. 


2. The bidders overestimated rollage requirements for 
the job. This is a common occurrence in some localities 
where contractors have had no occasion to estimate 
wall covering requirements for large-scale projects. 
Uncertain bidders will over-estimate rather than 
under-estimate. Result: over-inflated bids. 


3. The bidders’ lack of experience with FABRON 
caused them to confuse it with hard-to-hang coverings. 
Result; excessively high hanging estimates. 


THANKS A LOT FOR THESE FIGURES/ MY 
ESTIMATE ON FABRON WALL COVERING WILL 
CERTAINLY BE IN LINE THIS TIME / 


SOLUTION? Let us estimate rollage requirements and 
costs from blueprints before specs are written. Inclu- 
sion of these figures in the specs — or asking us to 
forward them to bidders — will go a long way towards 
eliminating inflated bids and insuring FABRON figures 
at a cost witbin your budget. Why not call upon us? 


FREDERIC BLANK & CO., INC. * Est. 1913 * 230 PARK AVE., 
NEW YORK 17, N.Y. 


Represented in Canada by The Robert Simpson Company Limited 
Special Contract Division 


* In one operation, FABRON hides plaster blemishes, prevents 
expensive plaster repairs, assures complete washability and color 
fastness, eliminates expensive periodic redecorations. Initial cost 
within present-day budget. Applied like wallpaper. Easily repaired 
by invisible inlay. More than 160 colors, textures and patterns offer 
latitude unmatched by conventional treatments. And ~ FABRON 
prevents fire spread, carries 
the Underwriters’ Laborator- 
ies, Inc. label. 
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BRISTOL HOSPITAL e Bristol, Conn. 
Charles S. Palmer, Architect 
H. Wales Lines Co., General Contractors 


FABRON was used in this attractive hospital 
throughout the new Medical and Maternity 
wings. Long-range redecorating plans call for 
its installation throughout the entire original 
building as well. 


See|our 
CATALOG 
п 
SWEETS FILE 
COD. 


The canvas-plastic-lacquer wall covering 


OCTOBER 1949 201 


p cw 
MODERN DOOR LATCHING 


SNUG-TITE 


DUAL ACTION 
CATCHES 


520 SNUG-TITE 


odis 


INSTALLATION 


OPERATION 


FOR DOORS OF 
ANY THICKNESS 


530 
SNUG-TITE 


Watch for announcement on new 


MORTISE TYPE 


Bruce Ranch Plank Floor 
| e 
For complete information, write E. L. BRUCE CO., Memphis, Tenn. 


„а 


А 


LATCHES AT 
A TOUCH 
е 


HOLDS SECURELY 


. 1 
OPENS EASILY _ 


е 
NYLON BOLT 
MORE QUIET, 

MORE DURABLE 


SURFACE TYPE 
Adjustable to any angle 


SNUG-TITE Dual Action Catches are all 
purpose latches that can be quickly and 
easily mounted on any type of door that 
does not require locking. 


“an mcr 
aus. © 
Y 


ү uot S 


COMPANIONS TO THE 
FAMOUS SCREENMASTER 


SNUG-TITE Dual Action Catches, 
like the famous SCREENMASTER | 
Screen and Storm Door Latch, are 
precision manufactured from the 
highest quality materials. They are 
designed to give years of depend- 
able service. | 


No. 611 For sales—for profits, stock and 
KEYLOCK SCREENMASTER sell SNUG-TITE the simplified dual 
action door catch. | 


GENERAL [Z] CONTROLS 


201 ALLEN AVENUE ДӨ) GLENDALE т. CALIF 


AN "^ Order from Your Jobber or Write to— 
lempercture, Lusal C Flow Controls 


om THE ENGINEERED PRODUCTS C0. 


PRODUCT REQUEST NEW CATALOG Н IN ALL PRINCIPAL CITIES 


DEPT. AR FLINT 4, MICHIGAN | 
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FIBERGLAS ACOUSTICAL MATERIALS Inkitchens, swimming pools—any place where the humidity 


La. ~ 
p wp» 
» A LN 


e Plain Tile 
e Perforated Tile 


e Plain Board 


gets high—your best choice for an acoustical ceiling is 
Fiberglas Acoustical Tile or Board. They won’t warp, 


N swell or buckle. Their basic fibers are glass, which are 


inherently resistant to the effects of moisture. 

Fiberglas Acoustical Materials are rated incombustible 
under Federal Specification SS-A-118a. They offer noise 
reduction coefficients ranging from 65% to 85% depend- 
ing on the product and mounting method employed. 

Fiberglas Tile and Board are the lowest-priced incom- 
bustible acoustical materials on the market. These materials 
cost only a few pennies more per square foot than ordinary 
combustible materials. In certain types of suspended ceil- 
ings, the installed cost is actually less. 

For specification information, write for our new manual: 
“Fiberglas Acoustical Materials" . . . Standards AC6.C1. 


Available in standard sizes Owens-Corning Fiberglas Corp., Dept. 831, Toledo 1, Ohio. 


OWENS-CORNING 


FIBERGLAS 


TA. BEG US РАТ 


*FIBERGLAS is the trade-mark (Reg. U. S. Pat. 
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Off.) of Owens-Corning Fiberglas Corporation for a variety of products made of or with glass fibers. 
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TIMBER 


TIMBER STRUCTURES, INC. OF CALIFORNIA * Oakland and Sacramento 
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eautiful... 


ost-Saving... 


... Ње ABC’s of Glulam Timber 
Construction for Modern Schools 


Functional, adaptable and appropriate 
in every sense, glued laminated arches and beams 
of Timber Structures, Inc. are approved structural 
members for today's school buildings. 

Glulam beams, with camber built-in to specifica- 
tions, are ideal for classrooms, gymnasiums and 
other rooms of medium span. Glulam arches do 
double duty as primary structural members for 
sides and roof of moderately wide span buildings 
and as a medium for adding an impressive touch 
to the general architectural treatment. 

Glulam members may be finished in any of the 
accepted methods. Rapid, economical construction, 
and excellent fire resistivity are additional values. 

Detailed information about Timber Structures 
glued laminated members and their application to 
school construction is contained in folder, "Engi- 
neering in Wood for Modern School Buildings". 
Get a copy from your nearest Timber Structures 
representative, or write directly to us. 


STRUCTURES, 


P.O. BOX 3782, PORTLAND 8, OREGON 
Offices in Boise, Idaho; Eugene, Oregon; Lawrenceville, N.J.; 
Chicago; Dallas; New York; Seattle; Spokane 


Local representatives coast to coast. 


Insist 
on this 
Seal... 


when you specify 


ALUMINUM 
WINDOWS 


This seal assures windows that, when 
tested by the independent Pittsburgh 
Testing Laboratory, meet the A.W.M.A. 
quality specifications for materials, 
construction, strength of sections, and 
minimum air infiltration requirements. 


'For complete specs covering "Quality- 
Approved" aluminum windows— 
double-hung, casement and projected 
—and names of approved manu- 
facturers, consult Sweet's or write to 
the address below, Dept. R. 


ALUMINUM WINDOW MANUFACTURERS ASSOCIATION 
209 Cedar Avenue, Takoma Park, Washington 12, D. C. 


Month after Month — 
‘OZALID materials are UNIFORM! 


They are constant in printing speed, in reprint speed, in 
image color and image density, and in dozens of other 
| characteristics which give peak efficiency to an Отайа 
operation. 


This uniformity means that the Ozalid operator’s 
time is spent in feeding material into the machine, rather 
than testing, retesting . . . then starting all over! 


Ozalid’s continuous laboratory control comes free 
with every package of Ozalid materials! And—Ozalid’s 
nationwide technical organization is ready to help you 
in any part of the country. 


Note to Non-Users of Ozalid: 


Know the story of America’s Sim- 
plest Business System. Ask for 
FREE booklet outlining the many 
ways in which Ozalid can save you 
time and dollars. Consult your 
classified directory or write to: 


OZALID 
Johnson City, М. Y., Dept. 146 
A Division of 
General Aniline & Film Corporation 
“From Research to Reality” 


ромт cory! ... use OZALID! 
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. Cut school construction costs ү, 


5 ; with long-lasting low-cost 63 


KENTILE FLOORS , 


Kentile offers a combination of 
advantages no other floor can match 


e LOW COST. The average cost is approximately 25c 
per sq. ft. for 3/16" thick Kentile laid over concrete. 
Special Kentile inserts (see illustration below) are mass 
produced yet give a custom-made effect. They are 
inexpensive and involve no extra installation labor. 


e UNUSUAL DURABILITY. The scraping and scuffing of 
pupils’ feet may scar and shorten the life of other 
floors—but not Kentile. Colors won’t wear off—they 
go right through the entire thickness of the material 
which is all tough, wear-resistant Kentile—no felt or 
other backing. Kentile floors in use for over 20 years 
are still in wonderful condition. 


€ INEXPENSIVE TO MAINTAIN. Kentile's smooth, dirt- 
resistant surface cleans quickly—with mild soap and 
water. 


€ NON-SLIP SAFETY. No less an authority than the U.S. . | . : . 

Bureau of Standards states: Under most conditions, © Child psy AES m like this to: bring a play 3 
Ce к where floor 

asphalt tile is safer to walk on than any other smooth- areas call for subdued, dignified decorative treatments you can have 

surface material, provided it has no high gloss finish. exactly the effect desired, because of Kentile's 23 colors and the many 


e FIRE-RESISTANT. Kentile meets all fire underwriting combinations possible with tile-by-tile installation. 
requirements. 


e QUIET. Resilient Kentile cushions footsteps, mini- 
mizes clatter—helps concentration. 


KENTILE. 


The Permanently Beautiful 
Asphalt Tile 


DAVID E. KENNEDY, INC., 58 2nd Ave., Brooklyn 15, N. Y. • 350 Fifth Ave., New York 1, N. Y. e 705 Architects Bldg., 17th and Sansom St., Philadelphia, Pa. 
1211 N.B.C. Bldg., Cleveland 14, Ohio « 225 Moore St. S.E., Atlanta 2, Ga. « Kansas City Merchandise Mart Inc., 2201-5 Grand Ave., Kansas City 8, Mo. • 1440 
llth St., Denver 4, Colo. • 4532 South Kolin Ave., Chicago 32, Ill. • 4501 Santa Fe Ave., Los Angeles 11, Calif. « 452 Statler Bldg., Boston 16, Mass. 
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І would consider it good business to specify Fedders 
easy to 


Unit Heaters. They are easy to install... 
look at... 
good business is good profits. 


fedders 


and satisfy customers easily. Yes, what is 


A GREAT NAME SINCE 1896 


UNIT HEATERS 


It pays to specify Fedders Unit 
Heaters because. 


Thousands have been giv- 
ing satisfaction for years. 


Rugged mono-piece elec- 
trically welded cabinet 
| combines light weight and 
| strength for easy installa- 
tion. 


Special provision is made 
to protect them against 
expansion stresses. 


Non-ferrous heating ele- 
ments assure fast warm-up 
and quick response to ther- 
mostatic or manual control. 


Fedders design provides 
reliable performance and 
low maintenance cost. 


Made in complete lines of 
Horizontal and Downblow 
types in well-graduated ca- 
pacities. 

Sold nationally, see your 
classified telephone direc- 
tory or write. 


FEDDERS-QUIGAN 
CORPORATION 


Dept. AR-H3 
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MAKE LUNCHEON AREAS 
SERVE DOUBLE DUTY! 


In wide use nationally. Easy to install in new or existing 
buildings. Roll out complete lunchroom for 200 in 8 
minutes. Write for details. 


SCHIEBER 


MFG. CO. 
12728 Burt Rd. 
Detroit 23, Mich. 


"The Edge You Need... 


ON ALL 
1⁄4" MATERIAL” 


Ты, for all-around utility, CHROMTRIM’S 
#7010, М-їп. quarter round cove moulding 
is the ONE shape that always gives you “the 
edge that you need." It can be used in the 
place of wood... 
profit edge,” too! 


and gives you an “extra 


Applications Galore 
. and you'll discover 
more! 


Use it as cove, an edg- 
ing... as a trim on any 
Ya-inch material! Made- 
to-order for acoustical 
tile, wallboard, linoleum, 
plywood and all similar 
working materials. 


Write for free sample 
of CHROMTRIM #7010. 


R. D. Werner Co., Int. 


295 Fifth Ave. e New York 16, N. Y. 
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NATIONAL GYPSUM PRESENTS.. 


THREE NEW STARS 


^ 
e 


TRAVACOUSTIC 
Fireproof min- 
eral tile. Resem- 
bles rich traver- 
tine stone. High 
sound absorp- 
tion. 


ACOUSTIFIBRE—new, im- 
proved wood fibre tile. 
Mould and fungus- 
proofed. Perforations 
are drilled for perfect 
appearance ...no rag- 
ged edges. High sound 
absorption. 


THERMACOUSTIC A sprayed 
mineral wool product that 
really smothers noise. Can 
be used on flat or curved sur- 
faces, and intricate ceiling 
designs. 


WI job are you working on now? Office building? School? Auditorium? 
Hospital? Whatever the job. chances are it has an acoustical problem. If 
so, there's a Gold Bond Acoustical Product to solve it! With the addition of 
these three new products, Gold Bond's acoustical line is now complete to fill 
every imaginable sound-conditioning need and to blend with every type of 
architecture. The complete line covers a noise reduction coefficient range 
of .55 to 85. For full information on acoustical products and application, call 
your local factory-trained Gold Bond Acoustical Applicator. He's in the 
phone book under “Acoustical Contractors". He'll be glad to advise you! No 
obligation, of course! If none is listed in the phone directory, write Dept. G-910. 


NATIONAL GYPSUM COMPANY, BUFFALO 2, N. Y. 


Acoustimetal e Acoustifibre e Travacoustic e Thermacoustic ө Econacoustic ө Acoustical Plaster 
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to complete 
Gold Bond’s Line 
of Acoustical Products 


You'll build or 
remodel better with 


Gold Bond 


Acoustical Products 


A COMPLETE LINE FOR EVERY 
PURSE AND PURPOSE 
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36 pages of technical data 
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ON COOLING AND 
VENTILATING 


= This helpful new booklet gives the “how” and 
"why" of comfort cooling with moving air. It cov- 
ers selection and installation of ventilating and 
cooling systems for all types of homes, as well as 
commercial and industrial arcas. Liberally illus- 
trated with drawings, charts and photos. Mail 
coupon below for your free copy. 

For over 63 years Hunter has specialized in the 
manufacture of fans. The complete Hunter line 
includes Package Attic Fans, Belt-Driven Fans, 
Window, Pedestal, Ceiling, Oscillating and Ex- 
haust Fans. 

There’s no finer fan than a Hunter. See our 
section in Swcet's Files. Hunter Fan & Ventilating 
Co., Inc., Memphis, Tenn. 


Hunter Fans 


SINCE 1886 


Mail for free copy 


HUNTER FAN & VENTILATING CO. 
396 S. Front St., Memphis, Tenn. 
Please send copy of “How to Cool for Comfort” to: 


| SAMSON CORDAGE WORKS 


| EMPLOYMENT OPPORTUNITIES AVAILABLE 


Advertising rates on request 


Positions Open 


PROGRESSIVE LONG ESTABLISHED OFFICE: whose 
practice includes educational, hospital, church, and commercial 
work has immediate need for experienced architect or senior 
architectural draftsman, age around 35 to 45. Permanent posi- 
tion opportunity. State education, experience record, availabil- 
ity, salary and family status. Jameson & Harrison, Madison 
Theater Building, Peoria, Illinois. 


WANTED: Specifications Writer. University of Illinois is now 
seeking a man familiar with maintenance, construction, and 
alteration work. University graduate preferred. The position is 
permanent and provides vacation, sick leave, retirement and 
other benefits. Apply — 809 South Wright Street, Champaign, 


Illinois. 


ESTABLISHED ARCHITECTURAL ENGINEERING OF- 
FICE: has opening for experienced architectural draftsman, 
capable of developing preliminary sketches, working drawings, 
details, etc. Opportunity for advancement to the right man. 
Give experience record, references, availability, salary, etc. 
Cooper & Perry, 211 West Hill Avenue, Knoxville, Tenn. 


Positions Sought 


STRUCTURAL DESIGN WORK: on a fee or hourly basis; 
Engineer registered in Indiana and Michigan with other regis- 
tration pending. Thirteen years architectural and engineering 
includes power plants — Industrial and commercial structures 
— stores and homes. Box 438, Architectural Record, 119 W. 40th 
St., New York 18. 


PERMANENT 


There is no method of hanging windows so 
trouble-free as the cord, weight and pulley 
method — it has been time tested and proven 
in service. No adjustments, no metal to metal 
contacts — therefore no noise, no early re- 
placements, nothing to get out of order. 
Proper installation using Spot Sash Cord 
means a lifetime of service, reasonable instal- 
lation cost and avoidance of expensive re- 
placement. 


Specify Spot Sash Cord — identified by the colored 
spots, our trademark (Reg. U. S. Pat. Off.) 


SPOT 4247 CORD 


* BOSTON 
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TheresaTypeof —— 
Truscon Projected Window 


E ge mn 


Office buildings . . . institutions . . . factories . . . industrial buildings . . . and 
even residential projects, are being made more attractive to look at, to work 
in, and to live in, with Truscon Projected Window types. In this design the 
open ventilator does not extend beyond one face of the window plane. All 
Truscon Projected Window types are available in a great variety of sizes and 
designs, permitting special or unusual architectural effects. 


Architectural Projected 
Steel Window 


Commercial Projected 
Steel Window 


ted Steel Windows 


i Steel ; 
nd Architectural Projected erdal Projec epp 


; Truscon Pivoted а al Harvester Co., Cincinnati, 


Windows, Internation 
Ohio. J. & E. Warm, Contr 


Comm 
T Rak and Pinion Opere \. ollar & 


$ | ! i s ""- E k, Pennsylvania. ^. - hitect. 
on, " 


ки. d 
ediate Projecte 
al and Ine ice Building, 


Truscon Commerci | 
Reinhard, Contractor; 


i Pogue 
teel Windows, 
атан Ohio. Gunther 
Hake & Hake, Architect. 


: ‚ 7 | Windows, : и и = á - —— Р indows, 
on Architectural Projected ш, Texas. : n Architectural Projected Steal seed 
Truscon y Lumber Company, AU Or Kuehne Truscon puse Electric Supply Co, =M ers & 
Cal aim, General Contractor. Giesecke, Westing 2 E, Warm, Contractor. Vogt, 
M, Adom, Gene Ohio. J. & E. i 
& Brooks, Architects. Ohio. e. architects. 


e 
e. TRUSCON COMMERCIAL PROJECTED STEEL WINDOWS permit the use of large window areas, 
e while assuring distinctive design and unusual economy. This type is also appropriate for 
e use in single openings in smaller industrial buildings or for unimportant window locations e 
in any type of structure. ° 
Є TRUSCON ARCHITECTURAL PROJECTED STEEL WINDOWS are especially recommended for use in e 
e. any building where ample ventilation and freedom from drafts are important factors. Rigidity e 
e in even the largest ventilators is assured by one-piece casement-type vent frame construction, 
ő mortised and tenoned and welded at the corners. е 
e TRUSCON INTERMEDIATE PROJECTED STEEL WINDOWS are of the highest e. 
quality available. They are admirably suited for monumental building e Intermediate Projected 
е construction. The design incorporates ѕре- Steel Window 
e cially rolled steel casement sections expertly 
designed and of heavy weight. 
e 
FREE LITERATURE. Write for free 1949 catalog 
e giving complete specifications and installation 
details of all the units in the comprehensive 
e Truscon Steel Window line. 5 Т E E L С О М РА М Y 
° 


YOUNGSTOWN 1, OHIO 
Subsidiary of Republic Steel Corporation 
Warehouses and sales offices in principal cities 


Manufacturers of a Complete Line of Steel Windows and 
Mechanical Operators e Steel Joists e Metal Lath e Steeldeck 
Roofs ө Reinforcing Steel ө Industrial and Hangar Steel Doors ө Bank Vault Reinforcing ө Radio Towers ө Bridge Floors. 
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specify bentply... 


In planning modern stores, architects have 
the advantage of beautiful Thonet Bentply 
furniture, designed in harmony with 
contemporary trends. Note the clean, 
compact lines of the inviting chairs in this 
Stetson Shoe Shop, where many customers 
can be served efficiently in a pleasant, 
distinctive atmosphere. Write for illustrations 
and detailed information on Thonet 


Bentply and Bentwood Furniture. 


THONET 


INDUSTRIES INC. 


FOR FINE FURNITURE 


stinghouse 


Mee ie 
„ес 


^ 


| PUNNING BOOK 


‘ for e 
ELECTRICAL LIVING 


HOMES 


Planning Help . . . 


Packed with simple practical data to help architects develop plans 
that assure efficient, economical application of electrical equipment, 
regardless of size or type of house. 


Explains the Four Degrees of Electrical Living, summarizes them | 
to make it easy to apply the principal to your houses. 


Gives basic kitchen planning data for an “Economy Kitchen” that | 
is minimum in space and equipment requirements, and an “Ideal 
Kitchen" that offers an arrangement of equipment, counter and storage 
space for the homemaker who wants the best. 


Contains suggestions for laundries designed for maximum use of 
space, and convenience. 


Shows wiring, and construction details for wiring and lighting, 
with illustrations. 


, Gives planning data for wiring and lighting; also sizes and installa- 
tion requirements of electric appliances and equipment for the home. 


BETTER HOMES BUREAU 
Westinghouse Eleciric Corporation 
P. O. Box 868, Piitsburgh 30, Pa. 


Gentlemen: Please send me a copy of your new book 
Planning Homes for Electrical Living — B-4326. 
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STETSON SHOE SHOP, PITTSBURGH, PA. 
Thonet Chair 3001 and Stool 601 


ONE PARK AVENUE, NEW YORK 16, N. Y. 
SALES OFFICES 
New York © Chicago  * Statesville, S. C. 


O KEEP ON-THE-GROUND 


ETE FLOORS 
AND DRY & 


e 

. 

. 

e 

. 

е 

е 

. 

е 

е 

е 

е 

е 

. 

е 

е 

е 

e. No cold, damp, on-the-ground concrete floors when you 
. use Zonolite Vermiculite aggregate in place of sand. For 
е Zonolite makes a concrete that stops heat loss into the 
: ground, prevents condensation. And Zonolite is light, 
b economical, easy to handle. 

M On a level, well-drained base prepare a 5 or 6-inch 
. fill of coarse stone or gravel, (A) tamped smooth and firm. 
e On top of this, lay a moisture barrier of one or more 
е saturated felts. 

z Pour 4 inches of Zonolite concrete and allow it to 
» set. (B) Zonolite Aggregate replaces sand, in proportions 
. of 1% bags of Zonolite Aggregate to 1 bag of portland 
ШЫ cement, providing up to 16 times the insulating value 
ы of ordinary concrete. 

E Youcan now pour your floor of ordinary concrete 9 and 
а you'll have a job as permanent as the earth itself! A job 
» that stops heat loss into the ground, eliminates condensa- 
" tion, saves fuel, provides comfort. 

» This is only one of many jobs where Zonolite concrete 
е will save you money and time and give marvelous results. 
: Why not write in for full information on Zonolite concrete. 
z Here’s information you ought to have handy. No obliga- 
ө tion, of course. 

. 

. 

LJ 

a 

ә 

e 

. 


ZONOLITE COMPANY 


135 S. La Salle Street o Chicago 3, Illinois 


€06900606000009000009000006000000006064604090900900006506022250600690 
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PITTSBURGH 


NOW...a doorway 
that has everything! 


ANTH the new Pittsburgh Doorway you don't even need 

a screw driver; there's no drilling of holes in the frame. 
And there's nothing to assemble. You just unpack the 
frame, bolt it into the building opening, and hang the mas- 
sive Herculite Tempered Plate Glass Doors—for which the 
frame is especially engineered. Everything is in one “‘pack- 
age"—the famous Pittco Checking Floor Hinge, moldings 
for transom glass, supports for sidelights, strikes for locks, 
sockets for bolts, everything! No time-consuming calcula- 
tions. No worries about setting and fitting. But this is only 
a small part of the story. For complete information, why 
not fill in and return the coupon? There's no obligation. 


(tab го б, 


DO) IR WANT S, 


G PAINTS - GLASS · CHEMICALS 


PLATE 
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GLASS‘ 


EVERYTHING IN ONE PACKAGE 


Pittsburgh Doorways reach the job, ready 
for bolting into the opening. Twelve stand- 
ard designs are available which, singly or 
in combination, will fit any job. 


e 


STURDY, HANDSOME 
FRAME 


Fabricated of extra- 
heavy extruded alu- 
minum, highly polished 
and anodized. It's rein- 
forced with steel chan- 
nel and tie rods, as 
partially shown here. 


PITTCO CHECKING FLOOR HINGE 


Only 614" x 614", it is an engineering marvel, 
Has positive door-speed control, separate 
checking control, built-in hold-open feature. 
It's sealed in oil for life. 


а ч 
| Pittsburgh Plate Glass Company | 
| 2302-9 Grant Building, Pittsburgh 19, Pa. | 
| Without obligation on my part, please send те | 
a FREE сору of your booklet on Pittsburgh | 
Doorways. | 
| 
| Меме. reame oder a ашкыла аж yee ra ees | 
PST ETT C CE апе» EE C TET I | 
| ООРУЧУ ilii MT анак | 
| a a =í 
BRUSHES : PLASTICS 
COMPANY 
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WINS VOTE 


on design — dependability 


for 
NEW BIRMINGHAM, 
CITY HALL 


ALA. 


Architect: 
Charles H. McCauley 
Birmingham, Ala. 


General Contractor: 
J. A. Jones Construction Co. 
Atlanta, Ga. 


RUSSWIN UNIT LOCKS 
in Modera Design 


Again Russwin Unit Locks were chosen for 
another of today's major buildings. 

Reasons: Russwin Unit Locks reduce installation 
time and costs because no mortising or deep cuts are 
necessary. Locks need practically no maintenance 
and have a record of years of trouble-free service 
in important buildings from coast to coast. 

Your Russwin dealer will be glad to show you why 
you get more for your hardware dollar when you 
specify Russwin Unit Locks for the apartments, 
public or office buildings you design. For complete 
information, write Russell & Erwin Division, The 
American Hardware Corp., New Britain, Conn. 


SINCE 1839 


——Rvsswil\- 


DISTINCTIVE HARDWARE 
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METAL For STORE FRONTS 


FULLY EXTRUDED 
ALUMILITED ALUMINUM 


SEE\OUR 
CATALOG IN 
SWEET'S 


FOR DETAILS WRITE 
STORE 
FRONTS 


Fewer wires for 
Weyerhaeuser! 


... Space saved . . . installation 
cost lowered . . . all-weather 
dependability assured with 


At Longview, Wash., the new 
MgO sulphite recovery and new 
sulphate pulp processing plants of 
the Weyerhaeuser Timber Com- 
pany typify the advantages of 
К self-supporting cable for indus- 
trial power distribution. Here, Okolite-Okoprene Self-Supporting 
Aerial Cable serves between a new generating plant and an old one. 


With Okolite-Okoprene Self-Supporting Cable, self-evident space 
economy is matched by installation economy as it requires no separate 
stringing. Further savings result from the long life of this storm-safe 
all-weather cable assembly. 


Safer and easily handled, the cable is fully insulated with Okolite 
high-voltage moisture and heat-resisting insulation and protected with 
weather-resistant non-conducting Okoprene. For 52-page Self-Support- 
ing Cable book available to electrical engineers and plant executives, 
please address The Okonite Company, Passaic, N. J. 


7305 


THE BEST CABLE IS YOUR BEST POLICY 


ө R | T E insulated wires and cables 
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the completely 


architects specify i 
KNO-DRAFT EE 


adjustable 
air diffusers 


According to architects who have specified them, 
Kno-Draft Adjustable Air Diffusers help solve 
problems in both form and function. 

The simple design of the units enables them to 
blend with any interior. In their original alumi- 
num, they furnish an interesting and unobtrusive 
decorative accent. When painted to match the ceil- 
ing, they become self-effacing. 

With their precise adjustment for air volume, 
direction and throw, Kno-Draft Diffusers create 


FREE HANDBOOK: Send for your FREE copy of our new 
handbook on air diffusion. It contains complete informa- 
tion on Kno-Draft Adjustable Diffusers and all the neces- 
sary engineering data to enable you to create “custom-made” 
air patterns and get top efficiency from any air conditioning 
system. Just fill in and niail che coupon. 


ІМ CANADA: Douglas Engineering Co., Ltd., 190 Murray Street, Montreal 3, P. Q. 
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“custom-made” air movement patterns to suit the 
functions of an area. 

They help solve air distribution problems rang- 
ing from relatively simple ones such as that repre- 
sented by the high ceilinged rooms of the Wash- 
ington State College Library to the complexities 
presented by the kitchen of the Terrace Plaza Hotel 
with its hot spots, cold spots, low ceiling, high heat 
gain and its exacting requirements of food quality 
control and personnel health. 


W. B. CONNOR ENGINEERING CORP. 


Dept. S-70, 112 East 32nd Street, New York 16, New York 


Please send my FREE copy of the new Kno-Draft Hand- 
book on Adjustable Diffusers. 
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Kitchen of Terrace Plaza Hotel, Cincinnati; Skidmore, Owings and Merrill, Architects 


Safe footing in every step... 


IUFF-TRED 


SAFETY STAIR NOSING 


Building for permanence calls for TUFF- 
TRED Safety Stair Nosings on every step 

. nothing will do so much for the appear- 
ance and safety of stairs. For use on any 
type stair whether new or old . . . in office 
or industrial buildings, in schools or in homes. 
Wherever installed TUFF-TREDS prove ex- 
tremely long wearing . . . for they're dur- 
ably constructed of polished extruded 
aluminum with anti-slip, semi-resilient abra- 
sive filler. Practical architects and contrac- 
tors consistently specify TUFF-TREDS 
because of their permanent beauty, safety 
and economy. 


You are invited to write for complete details 


GOODLOE E. MOORE, INcoRPORATED * DANVILLE 6, ILLINOIS 


NEW super сиррек 


INSTALLS IN CABINET 


INSTALLS in a cabinet over the range or in a canopy or soffit. 
Twin squirrel cage blowers develop 600 CFM quietly. All cooking 
heat, grease and odors are effectively drawn off the range, while 
ceiling heat also is drawn off through a second upper inlet. Sup- 
plied with 2 cleanable metal air filters. Fold-under hood is optional. 
Can be installed in any cabinet pann] 
which provides clear space |Trade-Wind Motorfans, Inc. | 
18"W x 1534"H x 11"D. Cabi- [2707 $. Main St., Los Angeles 37, Calif. 
net not supplied—both St. oe send paditional information on 
Charles and Geneva already — Spar Clipper 

provide cabinets to take the |Address — 1 | 
Super Clipper. Send coupon for !Name | 
complete details. [сс = er к AT, 
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The West Dodd System 

of Lightning Protection 

is inconspicuous. Leaves 

nothing to mar the ar- 

chitectural beauty of any 

building. When installed 

by factory trained experts 

it provides aimost 100% 

protection from lightning. 

boing Dodd Systems are 

| fully approved by all au- 

Adds to the safety of У бизше ава Under- 
idences | writers’ Laboratories and 

Suburban res American Institute of 


_ Churches - - Schools Electrical Engineers. 


cks 


Power plant sta FREE estimating and engi- 
I. neering service to architects 


Farm buildings on request. Write for com- 
as plete information. 


WEST DODD 


LIGHTNING CONDUCTOR CORP. 
Goshen, Indiana 
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No А Conditioning System 
Is Better Than Its Azr Distribution 


LEADING ARCHITECTS AND 
ENGINEERS agree: 


THERE’S NO NEED TO GAMBLE 
with improper air distribution in 
your heating, cooling or air condi- 
tioning system. When you specify 
patented Anemostat Air Diffusers, 
you never have to worry about such 
trouble-breeders as drafts and stale 
air pockets. Because of their exclu- 
sive aspiration principle, Anemostat 
Air Diffusers instantly equalize tem- 
perature and humidity, distribute 
conditioned air to every part of the 
room with complete freedom from 
drafts. 


These benefits cannot be over-esti- 
mated. In stores, Anemostats help 
assure true comfort, prevent colds 
due to drafts and build steady pat- 


TYPE AC TYPE AR-I 


TYPE C-1 


AC 1216 
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air heating, 


“Опе ofthe most Vital factor, 


ronage. In offices and plants, 
Anemostat Air Diffusers increase 
employee efficiency and reduce ab- 
senteeism. In theatres, Anemostats 
help bring patrons back by provid- 
ing maximum comfort in every seat 
in the house. Today, more than 
1,000,000 Anemostats are insuring 
better, more profitable working con- 
ditions throughout industry and 
business. 


So whether you are revamping an 
existing system or designing a new 
one, be sure to specify Anemostat 
Air Diffusers. They are your guar- 
antee of perfect performance of the 
“business end” of any heating, ven- 
tilating or air conditioning system. 


Here, graphically presented, is the 
aspiration principle that makes the 
Anemostat Air Diffuser superior to all 
others. Due to its patented design, the 
Anemostat distributes air of any duct 
velocity in a multiplicity of planes travel- 
ing in all directions. Simultaneously, the 
unit creates a series of counter-currents 
which siphon into the device room air 
up to 35% of the supply air depending 
on the type of unit. This room air is 
mixed with the supply air within the 
Anemostat before the air mixture is 
discharged into the enclosure. 


ANEMOSTAT. 


DRAFTLESS Aspirating AIR DIFFUSERS 


ANEMOSTAT CORPORATION OF AMERICA 
10 EAST 39th STREET, NEW YORK 16, N. Y. 
REPRESENTATIVES IN PRINCIPAL CITIES 


*No Air Conditioning System is Better Than Its Air Distribution" 
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Can you always be Proud 
of The Washrooms You ve Designed? 


You have designed a modern building, believed perfect in every detail— 
but it's disheartening to think of the appearance of the washrooms each day 
—if they are TOWEL-STREWN! No architect can be proud of such unsightly, 
unsanitary, fire-hazardous towel-litter. Could you be accused of negligence 


if you overlooked the possibility of costly plumbing bills, or the risk of fire | 


from towel-disposal units? 


Note towel cabinet, 
marred walls and 
ugly, floor-scratch- 
ing waste container. 


Which is 
Yours? 


THIS? »—> 


Same room with 


Hand Dryers that 
eliminate irrepara- 
bly marred walls 
and floors. 


Wall recess type Electric-Aire is a permanent fixture 
that preserves your original conception of an attrac- 
tive washroom throughout the life of the building. 


Hand Dryers 


You will be looking out for your client's interest by 
including this 24-hour automatic service which pro- 
vides thoro-dry and CHAP-FREE hands. It completely 
eliminates towels with their attendant litter that 
discounts all your efforts to keep washrooms attractive 
for the life of the building. The ELECTRIC-AIRE quickly 
returns your initial investment in money saved (85% 
to 90% of towel costs!) e Approved by Underwriters’ 
Laboratories. Easy to install. Backed by 28 years ex- 
perience and a 2 year guarantee. 


Recess Type — 
7% x 16" and 
Rugged Construction 


Hair Dryers 


A modern "MUST" in Dormitories, Hospitals, Sanitariums, Bath Houses, Country 
Clubs and shower dressing rooms. The ELECTRIC-AIRE is engineered for hard, 
continuous service. Its larger volume of warm air, gently blown, dries hair in 
3 minutes. Reduces colds! Speeds locker room traffic. Economical to install 
and operate. Either free service or coin operated types. 


* Our AIA FILE 31-L with illustrations and complete specifications mailed on 
request. One of our trained field engineers will gladly call to discuss use and 
installation of ELECTRIC-AIRE Dryers. 


ELECTRIC-AIRE ENGINEERING CORP. 


209 W. Jackson Boulevard 


Phone WEbster 9-4564 
CHICAGO 6, ILLINOIS 
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«—« OR THIS? | 


ELECTRIC- AIRE | 


— Т 8. 


BE ON THE SAFE SIDE... SPECIFY 


REALOCK FENCE 


Put your property on the safe side of a tamper-proof 
Realock? Fence. You'll get permanent protection 
against trespassing, vandalism and other hazards. 


Made of steel wire, heavily galvanized, Realock 
| Fence is nationally known for its rugged good looks, 
indestructibility, and long-lived economy. 


WRITE NOW FOR FREE ESTIMATE 


WICKWIRE 
361 DELAWARE AVENUE - 


SPENCER STEEL DIVISION 


BUFFALO 2, NEW YORK 


IRON CORP. 


CONTINENTAL OIL BUILDING - DENVER 2, COLORADO 
CALIFORNIA WIRE CLOTH CORP. 
1080—19TH AVENUE - OAKLAND 6, CALIFORNIA 
BRANCHES & DISTRIBUTORS IN KEY CITIES EVERYWHERE 


THE COLORADO FUEL AND 


| i 
| Fen THE 


is the whitest 
ansWhite cement! 


You'll get fine results with this extra white 
cement. It’s true Portland Cement made 

to ASTM and Federal Specifications. If your 
dealer does not have it, write the office 
nearest you: Trinity Portland Cement Division, 
General Portland Cement Co., 

111 West Monroe St., Chicago; Republic Bank 
Bldg., Dallas; 816 W. 5th St., Los Angeles. 


5 
\їє 


as white ko лу as snow 
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FSE THREE can give your clients 


automatic heat plus savings up to 52% on fuel bills 


1. Automatic Anthracite Stokers— Installed in 
an existing boiler or furnace, or in new houses, 
automatic hard coal stokers deliver plenty 

of heat quickly ... save up to 52% on fuel 

bills . . . eliminate fuel worries. 


2. The Revolutionary Anthratube— 
The Anthratube saves on fuel bills. . . its proved 
efficiency is over 80%. This scientifically engineered 
boiler-burner unit, with ‘‘Whirling Heat" and other 
revolutionary features, produces quicker response 
and superior performance than units using other 
types of fuel. Fully automatic. 


Topay vou сам OFFER YOUR CLIENTS modern 
automatic heat with anthracite equipment. 


You can show your clients how to save 
money ... as much as $100 to $200 every 
year and yet have plenty of heat—clean 
heat—even heat—and no worry about future 
supplies or deliveries. 


For complete information about (1) new 
anthracite stokers (2) revolutionary Anthra- 
tube or (3) Anthra-Flo, just fill in and 


3. Anthra-Flo furnace-burner unit—An return the coupon below. 


entirely new type furnace-burner which features a simple 
burner mechanism, attached by two bolts with all working 
parts easily accessible. Fully automatic, coal feeds direct from 
bin across single stationary perforated plate... ashes dis- 
charge by gravity into container within unit. Available 

for steam, hot-water and warm-air heating systems. 


ANTHRACITE INSTITUTE 
101 Park Ave., Dept.10B,New York 17, N. Y. 


r 
| 
| 
Ae | Please send me more information on 
LS s А 
«ў A l 1. New Anthracite Stokers 
| 
| 
| 
| 
| 
| 
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Ee eL 2. Revolutionary Anthratube 
KS | ; S 3. Anthra-Flo boiler-burner unit 
Name. 
ANTHRACITE INSTITUTE | ^== 
uy ll ll Zone State 


PLEASE PRINT 


101 Park Avenue e New York 17, New York 
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This Valuable Guide 
Helps You Design 
Easy-to-Sell Houses 


Yes, if you want to design attractive houses 
at lower cost...and still add the extra fea- 
tures that appeal to home buyers... let this 
book help you. It explains the Keystone Sys- 
tem of Stucco Application—the answer to the 
need for durable, attractive, quality homes at 
lower cost. 


Besides, this book gives helpful informa- 
tion on the Keystone System of Plaster Rein- 
forcing and other reinforcing applications. 
Write for your copy today! 


Keystone Steel & Wire Company 
PEORIA 7, ILLINOIS 
Manufacturers of Keymesh Reinforcing, Welded Fabric, Tie Wire and Nails 
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You can eliminate waste by warming 
the air right where it's to be used, 
without employing water or steam as 
intermediaries. Use 


DRAVO 
HEATERS 


No “conversion” losses, the heater 
warms the air, and the positive, di- 
rected circulation floods the working 
zone with warmth. Burns oil or gas as 
fuel—can be readily converted from 
one to the other. Low fuel cost—80 to 85% efficiency. 
Low installed cost—users report 50 to 66% less investment 
than in standard wet type heating systems. Immediate 
delivery, .quick, easy installation, no delays due to pipe 
shortages. Thousands of successful installations. Write for 
Bulletin CH-523 


DRAVO cosroration 


DRAVO BUILDING, PITTSBURGH 22, PA. 


Sales Representatives in Principal Cities 


A 
AUN 


pf 


Mfd. and Sold in Canada by Marine Industries, Ltd., Sorel, Quebec 


A clear liquid which penetrates 
deeply into masonry surfaces. 


The hydrocarbon solvent evap- 
orates, leaving the pores filled 
with a balanced formula of seven 
different waxes and resins. 


See our catalogs in SWEET'S 
and En- 


gineering Files = under Water- 
proofing and Dampproofing. 


Architectural Files + 


WRITE OUR ENGINEERING DEPARTMENT 
office test kit, technical data, or regarding 
any special problem 


for 


J. Wilbur Haynes, Engineer 


HAYNES PRODUCTS CO. 


4007 FARNAM STREET е ОМАНА 3, NEBRASKA 
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REVERE 
ANNOUNCES 


A NEW COMPLETE SYSTEM OF 


REVERE-KEYSTONE THRU WALL FLASHING 
for economical and permanent pro- 
tection against seepage and leaks at 
copings, parapets, belt courses, sills, 
spandrel beam facings and other 
masonry construction. 


REVERE SIMPLEX REGLET AND REGLET 
INSERT FLASHING for spandrel water- 
proofing with solid copper at costs 
comparable to or Jess than mopped- 
on waterproofing. 


REVERE-KEYSTONE VERTICAL RIB SIDING 
for weatherproofing high parapet 
walls, penthouses, etc. 


REVERE MASTER SHEET COPPER SPECIFICA- 
TIONS covering all uses of sheet 


copper in buildings will be sent to 
you upon request in order to help 
you design or install the finest sheet 
copper construction. For copies of 
these specifications or for additional 
information about Revere Products, 
write to Revere at 230 Park Avenue, 
New York 17, N.Y. 


These new Revere products—just as 
Revere Sheet Copper for roofing, 
gutters, flashing, etc.—are now avail- 
able through leading sheet metal 
distributors throughout the United 
States. A Revere Technical Advisor 
will.always be glad to consult with 
you without obligation. 


REVERE 


COPPER AND BRASS INCORPORATED 


Founded by Paul Revere in 1801 
230 Park Avenue, NewYork 17, New York 


Mills: Baltimore, Md.; Chicago, Ш.; Detroit, Mich.; Los Angeles 
and Riverside, Calif.; New Bedford, Mass.; Rome, N. Y. 


Sales Offices in Principal Cities, Distributors Everywbere. 
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You can provide" Open Roof" 
ventilation efficiency with 

Swartwout A /RMOVER 


x Without expensive construction 
* Without high installation cost 
x without power expense | 


Still the most revolutionary idea in roof ventilators, AIR- 
MOVER has proved, in six years, to be an invaluable aid 
to the ventilation of many types of buildings. Only 32” 
high, its multiple heat valve 
design offers least possible air 
travel friction to contaminated 
air... . Construction problems 
often encountered in applying 
roof ventilators are simplified. 
Weight is distributed over a 
wider roof area. By the same 
Š token, air flow has less difficulty 
in “finding” the roof opening. 
Used generously over large heat- 
producing areas, AIRMOVER 
truly “opens your roofs to the 
sky.” Write for full information. 


THE SWARTWOUT CO. 
18639 Euclid Ave., Cleveland 12, Ohio 


> 
1 | 
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* AN ray 


Swartwout | 
ОША Air Circulation | 
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UNDERGROUND 
Solves Шр Ер 


S PIPING PROBLEMS 


When architects and contractors have difficult insulating 


REG. U. S. PAT. OF 


problems in the conveyance of steam, hot water, or refrig- 
eranis, they most often find the answer in DURANT INSU- 
LATED PIPE. 


Because the positive protection is always dependable and 
the non-porous asphalt is completely waterproof, D. I. P. will 
not lose efficiency with the passage of time. This long service 
dependability with its low maintenance costs adds to the 
over-all economy of DURANT installations. 


If you do not have complete catalog information and engi- 
neering data on DURANT products and proc- 
esses, we will send them on request — or you 
can secure them through our representatives 
located in principal cities over the entire 
country. 


REG. U. S. PAT. OFF, 


DURANT INSULATED PIPE COMPANY 


1015 Runnymede St. East Palo Alto, California, 


Apu 


Write for 
complete story 
on how... 


ENDURO-ASHLAR 


ARCHITECTURAL TERRA COTTA 


will fit into 
your design picture 


Construction detail, data, color 
samples, estimates, advice on 
preliminary sketches, will be 
furnished promptly without cost. 
Send your inquiry to 
Architect Service Dept. 


FEDERAL SEABOARD TERRA COTTA CORP. 


10 EAST 40th STREET, NEW YORK 16, N. Y. 
РРА PLANTS AT PERTH AMBOY AND SOUTH AMBOY, N. J. 
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AT LAST... 


A TRULY 


PRENTISS & CARLISLE COMPANY, INC. 
TIMBERLAND SERVICE 
ENGINEERS 


August 26, 1949 


Mr. Paul Matheson 
Kennebec, Inc. 
Bingham, Maine 


Dear Mr. Matheson: 


I wish to thank you for the consideration given me and the 
explanation of the various processes at your plant for the 
manufacture of flush doors. Your system of incorporating the 
ordinary materials that are found in nearly all doors into an entirely 
new structural unit is, to me, the one important advance in over- 
coming the door industry's biggest headache; 1.e., the warping of 
doors after they have been completed and even after they have been 
hung to their final position. 


The unique trussing, plus the metal stays, provide a practical, 
inexpensive method for the future alignment of your doors. The 
principle of internal trussing and the use of the exterior panels as 
the skin of the unit is very similar to aircraft wing construction. 
The same principles are involved in the manufacture of both products. 
I am satisfied that structurally you are on very sound ground, 


Architects, Engineers, and Contractors can, now that your truss 
door is available, be assured of receiving perfectly straight doors 
capable of any set or any future adjustment necessary after the door 
is hung by merely use of a screwdriver. The advantage of obtaining 
straight doors, with no tendency to warp except under the most extreme 
conditions, is obvious to a builder who must obtain maximum results 
for his cost of hanging. The replacement of doors, hung and decorated, 
has always presented a problem in the building industry. With your 
doors that problem is now removed. 


The quality of the veneer and framing stock and the beauty of the 
finished product should make it very popular with decorators and 
designers wishing a structurally sound and functionally correct door 
wherever this type is indicated. 


Your doors are being specified on two large rental housing 


projects where a long-time mortgage and low maintenance costs are 
indicated. Congratulating you again for this "future step" for the 


Yours 7) truly, . 
aul E- Atwood 


building industry, I remain, 


This architect's letter tells 
the story better than we could. 


This unsolicited letter from Mr. Paul E. Atwood of the archi- 
tectural firm of Prentiss & Carlisle Co., Inc. Bangor, Maine 
was received after Mr. Atwood had seen a demonstration 
of the Truss Door. 


WARP-PROOF DOOR 


We are proud to announce a develop- 
ment of major interest to architects. 
It's the Truss Door, a birch, hollow 
core, flush door that actually will not 
warp. 


Developed to solve a problem that 
has long been a major headache to 
architects and builders, the Truss 
Door incorporates hidden wire stays 
that keep it in permanent alignment 
regardless of moisture, heat, and other 
conditions that tend to make conven- 
tional hollow core flush doors warp 
out of shape. 


In addition to its unique truss con- 
struction, the Truss Door has a pat- 
ented fibre core that prevents trans- 
mission of waviness or ripple through 
the face sheets. 


Truss Doors are now available with 
beautifully grained, one-piece or 
bookmatched, birch plywood faces 
and harmonizing birch-faced stiles. 


FREE 
FILE INFORMATION 


A comprehensive four-page fol- 
der giving complete information 


on construction, materials, sizes, 
and details is yours for the ask- 
ing. Write: Dept. Al, Truss 
Door Division, Kennebec, Inc., 
Bingham, Maine. 


LOOK FOR TRUSS DOORS IN YOUR NEXT SWEET'S ARCHITECTS FILE 


+ PATENT APPLIED FOR 


TRUSS DOOR DIVISION 


KENNEBEC, INC. 
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18 degrees 7B to 9H 


The Seventh of a Series in the interest of more efficient use of steel . . . a vital American resource 
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A A k N Square reinforcing bar corners break the nor- л A 1 ^ ^ қ N 
yah ide 
4 mal annular gripping of steel by the con- 
crete. 


USE LACLEDE MULTI-RIB 
REINFORCING BARS... 


The advanced design of Laclede Multi-Rib 


Bars rolled to A.S.T.M. A 305-47T speci- Round bar sections assure uniform clear- 
ance and coverage by the concrete. 


fication with round bar sections in all sizes 


assures improved anchorage with uniform 
concrete cover. Multi-Rib Bars have a high 
safety factor by combining anchorage 
ability well in excess of the A.C.l. recom- 
mendation of .10 fc with 65,000 p.s.i. yield 


point steel. 


Round bar sections space evenly and 
preclude the possibility of splitting due 
to poor coverage. 


Write us about specifying LACLEDE MULTI-RIB BARS on your jobs. 


' LACLEDE STEEL COMPANY 


Producers of , 
Construction Steel St. Louis, Mo. 


PLANNING 
STORES THAT PAY 


How America’s outstanding stores and 
architects use simple but scientific new 
techniques to derive optimum store de- 
sign from sales data and store statistics 
to facilitate maximum sales per square 
foot. Abounding in case histories. 500 


illustrations. 


This basic and comprehensive text- 


book, by Dr. Louis Parnes, A.I.A., 


500 


ILLUSTRATIONS 


Pre-war Price | 
= covers every detail of modern stores 


=15*... less in quantity 


and is applicable to the redesigning 


of myriads of stores now obsolete. 
300 pages, 89% x 1114. 80-lb. coated 
paper. Index. $15.00. Use coupon. 


PLANNING S MES 
TIN 


Book Department, Architectural Record 
119 West 40th Street, New York 18, N. Y. 


Enclosed is $...... HOR suia copy(s) of "Planning Stores That Pay,” 


і 

l 

SS eee | 
R-CASTELE | Ьу Dr. Louis Parnes, A.I.A. @ $15.00. (Add 2% sales tax for New York 

BE | City delivery. Total $15.30.) 

|! > 

| | 

l 

' 


Name - 
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COMPANY iNC., NEWAR 
Address | 
City. Zone re 
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of an Air Filter? 


AAF Multi-Duty Celebrates 20th Birthday 
at Philadelphia Savings Fund Society 


AE has only added stature to this famous Philadelphia 
building. Although erected 20 years ago this structure, 
because of its many advanced design and construction 
features, could well pass for a youngster among 
post-war buildings. 


AAF Multi-Duty air filters with a total capacity 
of 335,000 С.Е. М. were a part of the 
original air conditioning 
installation. These "vet- 
erans" are still on the job 
and require only normal 
periodic maintenance. 


Birthdays such as this 
are not uncommon for 
American Air Filter equip- 
ment—and they prove two 
important points: One—it's 
the final cost which justifies 
the careful engineering and 
quality construction that 
goes into every AAF air 
filter. Two—to get the max- 
imum life from such filters, 
normal maintenance pro- 
cedures must be practiced 


Howe & Lescaze, ARCHITECTS regularly year in and 


H. 


Carrier Corp., AIR CONDITIONING 
Riggs Distler, MECHANICAL CONTRACTOR 


OCTOBER 1949 


B. Hackett, ENGINEER year out. 


The Multi-Duty is only 
one of a complete line of 
American Air filters that 
are designed and built for long and exacting service. If you 
pride yourself on efficient, long-lived installations, make 
certain that the air filters carry the insignia of "AAF". 


AMERICAN AIR FILTER COMPANY, INC. 


389 Central Avenue, Louisville 8, Ky. 
In Canada: Darling Bros., Ltd., Montreal, P. Q. 


AIR FILTERS 


AND ELECTRONIC PRECIPITATORS 


MULTI-DUTY automatic viscous filters have 
provided super-clean air for Philadelphia 
Savings Fund Society for 20 years. 


ELECTRO-MATIC, the automatic electronic 
precipitator in which the self-cleaning 
feature simplifies maintenance. Requires 
no sewer or water connections. 


= 


ELECTRO-PL, the dry-type electronic air 
filter in which the collector element is 
electrostatically charged Airmat paper. 
Combines mechanical filtration with elec- 
tronic air cleaning. 


ODDO 
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Type M/W viscous unit filter. Designed 
for heavy-duty industrial service. 


Remember— Only AAF offers 
| "Selective Air Filtration 
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Here’s how to put more 
sales appeal and beauty into 
the houses you design or 
build. Use Modernfold, the 
accordion-type door. Non- 
swinging, it’s space-saving— 
makes every inch of wall 
and floor space usable. Fab- 


5 
(2 
2 


put моревмғою MM 
"УЙ | 


"^ to put 


ric-covered {21 decorator’s 
colors} and metal-framed, 
it’s the answer to your clo- 
sure problems. And it an- 
swers your space flexibility 
problems, too—because you 
can use it as a “movable 
wall." Write for full details. 


closure problems 


m OUT 


NEW CASTLE PRODUCTS 
New Castle Indiana 
In Canada: Raymond Mfg. Co., Ltd., Montreal 


modernfold 


Consult your local telephone book 
for the names of our Installing Distributors 


Siciulces Stech _ 
C if 2m ef ТЕП 
уай. зодан 


The vast experience gained by 


Herring-Hall-Marvin in fashioning 
precision-finished Stainless Steel 
equipment of all sorts for banks, 


hospitals, etc., is at your service. 


We are pleased to place at your com- 
mand the know-how of our experi- 
enced team of engineers, designers 
and skilled craftsmen. Let us help 


with your Stainless Steel planning— 


no obligation! 


STAINLESS STEEL 


DIVISION 
HERRING - HALL- 
MARVIN SAFE CO. 


HAMILTON, OHIO 
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(OF STEP in the right 


direction and you’re 
in comfortable, cheerful 


HOTEL CLEVELAND. 


Convenient to stores, 

Public Auditorium, Stadium, 
theatres. Directly connected 
by covered passage to 
Union Passenger Terminal, 
garage, Terminal office 
buildings. 


Best choice of rooms 
Thursday through Monday. 
All rooms with radio... 


many with television. 


CLEVELAND, OHIO 
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OUR BUSINESS IS 
IMPROVING YOUR BUSINESS 


4 
< | T —An Important Fact to Weigh Carefully When 
= A — Specifying or Installing Air Conditioning 


THERE’s scarcely a business that can't be made 
better with the help of York Equipment for Me- 
chanical Cooling — whether it’s air conditioning, 
refrigeration or ice making. Every York Product 
is designed to give better service, cut costs, and 
make a profit for the business that installs it. 

York makes a complete range of equipment... 


from automatic ice makers to unit coolers . . . air 
conditioners to locker plants . . . from giant turbo 
systems to tiny М hp hermetically sealed com- 
pressors. Into each of these products York builds 
the experience gained in over threescore years 
of pioneering exclusively in the development 


of refrigeration and air conditioning systems. 


York believes in channeling contract air conditioning and refrigeration work through 
you as the representative of the ultimate user. At your service is a balanced program 
which is widely acclaimed by architects, engineers and contractors as providing the best 
assurance of owner satisfaction: 


York 
Recommends 
Your 


Services 


competitive prices 


a complete line of equipment 


accurate, dependable product ratings 

technical assistance based on “case histories" 
cooperation with architects, engineers, and contractors 
practical help from York-Trained Engineers 

a national organization 

continuous product research and development 
certified maintenance 


Call your York District Office. Experienced sales engineers will give you the complete 
assistance you may need in planning the jobs on your boards. Remember that York is 


ready to interpret its vast storehouse of technical data—accumulated from actual "case 


histories"— through the personal assistance method. York Corporation, York, Penna. 


PIONEERS IN 


or 


refrigeration 
air-conditioning 


HEADQUARTERS 
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INVENTION AND DEVELOPMENT SINCE 


1874 


FOR MECHANICAL 


COOLING SINCE 1885 
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The facts show why it always pays to 


SHEATHE WITH 


HOMASOTE 


A house should be built 


STRONG 


13830 POUNDS 
|MOMASOTE BIG SHEETS 


| |, RACKING TESTS PROVE 
ш HOMASOTE SHEATHING 


. 33.6% STRONGER 


than diagonal wood sheathing 


: тыы) ‚..272% srRoncER 


| than horizontal wood sheathing 


ОМА 
ШШ 


APPLIED LOAD IN POUNDS 


LATERAL DISPLACEMENT - INCHES 
тир OR COLUNBIA UNIVERSITY TEETH 


1% 
E ок De of m a 
ii 


ND 
эм! 


APPLICATIONS 


THE AVERAGE SMALL HOUSE REQUIRES 
1200 SQ. FT. OF SHEATHING 
LUMBER . . . 176 BOARDS - 14 ft. LONG 
OTHER FIBRE BOARDS ... 39 — 4 ft. SHEETS 
HOMASOTE . .11 BIG SHEETS —8 ft. x 14 ft. 


LUMBER 3872 
OTHER FIBRE BOARDS 2615 
HOMASOTE 1760 


NUMBER OF NAILS 
REQUIRED FOR 


We invite architects and builders to send for illustrated 
booklet — giving physical characteristics, performance 
charts, specification data and application instructions. 


In BIG SHEETS up to 8' x 14’ . . » Oldest and strongest 


insulating and 
building board 


on the market 


HOMASOTE COMPANY 


Trenton 3, New Jersey 
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HERMAN NELSON 
CENTRIFUGAL-FAN TYPE UNIT HEATERS 


Herman Nelson Centrifugal-Fan Type Unit Heaters 
provide economical, efficient space heating of large 
areas. With 1890 combinations of models, sizes and 
speeds available, there is a unit to fit the individual 
requirements of all types of industrial buildings. Can 
be installed on floor, wall, ceiling or as inverted wall 
mounting. Design of copper heating element assures 
durability. Streamline discharge outlets maintain large 
air delivery with high velocity. Can be supplied with 
by-pass damper section, mixing damper section, filter 
section and all accessories for conversion to complete 
heating and ventilating unit. 


WRITE FOR BULLETIN 2701 


THE HERMAN NELSON CORPORATION 


Sisce 1906 Manufacturers of Quality Heating and Ventilating Products 
MOLINE, ILLINOIS 


ql 


U. S. MAIL 
CHUTES 


are essential in pro- 
gressive apartments 
and hotels. 


This little Miss pre- 
fers to mail her own 
letters and so do her 
parents. 


This equipment may be leased 
if desired 


ESTABLISHED 1883 


Culler Mail dhut 


„Кобна Adm N Кү 
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The 
SPEAKMAN 


MIXI fads VA LVE With the SENTINEL BALANCED PRESSURE VALVE, 
shower temperatures remain steady! 


Shower 


Temperatures 
Steady! 


Without the SENTINEL, unbalanced pressures from water stealing 
result in sudden surges of icy cold or steaming hot water. 


The Speakman Sentinel Shower thinks for itself —and automati- 
cally maintains the shower at the temperature set by the bather. 
Sudden, uncomfortably hot or cold temperature changes due to 


fluctuating supply line pressures are impossible. 


'The brain of the Speakman Sentinel is a miraculous piston that 
operates on water pressure alone. It is completely accessible 
whether the valve is the concealed or exposed type. There are no 
tricky, temperamental thermostats, rockers, springs or other 


gadgets likely to get out of order. 


There is a Speakman Sentinel Shower for every type of installa- 


tion. For further information, send for our Recommendations 


and Specifications Booklet S-54. S-1700 SPEAKMAN SENTINEL SHOWER 
combines the famous Anystream 
Self-Cleaning Shower Head with 
the Sentinel Valve. Includes ball 
joint with concealed volume con- 


In Our Eightieth Year trol, bent shower arm, wall flange, 
metal lever handle and dial plate. 

PEAKMAN С: 
5-1705 SPEAKMAN SENTINEL SHOWER 


see|our 
CATALOG 


SHOWERS AND FIXTURES —same as above with screw driver 
SWEET'S FILE slot controlling valves in supply 
IAM el SPEAKMAN COMPANY, WILMINGTON, DELAWARE lines. 
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jj DESIGN • MATERIALS e CONSTRUCTION 
For Every Heating and Cooling Problem 


AEROFIN FIN-TYPE COILS 
— 
272) 22° 
= | 


Heat transfer is a specialized problem. And Aerofin’s 
д EROFIN CORPORATION 


specialization in this one field for more than 26 years gives 
410 South Geddes St., Syracuse 1, М.Ү. 


a 


0 


і 


B 


you all the benefits which are the result of having exactly the 
right design, materials and construction for the job. 


Aerofin's continuous research has developed extremely 
efficient coils, accurately rated. You can install to full rated 
capacity with assurance of full efficiency for the life of the unit. 


NEW YORK * CHICAGO * CLEVELAND * DETROIT * PHILADELPHIA * DALLAS * SAN FRANCISCO * MONTREAL 


| І | 
Another Coal Metal Roof | 


Goodwin Batten Type | Here 's Your 
- - — Fh 
| GUIDE TO ETTER LIGHTING 


60,000 square feet of "i s patented anc 
aluminum roofing was used on the 85 year old 
Mormon Tabernacle in Salt Lake City, Utah. 


The Advantages of Overly Metal Roofing | 


€ Lifetime Protection e No Maintenance | 
e Lightweight Design e Watertight A factually written, fully illustrated 36-page cata- 
* Applied over any Mechanical Joints | log showing the complete Wakefield line of fluores- 
roof deck e Preformed at Shop | cent and incandescent lighting equipment—with 
e Speedy Erection e No Design Problems photographs, working drawings, design data and 
Write for detailed information and engineering SONNO. serves, Wide fer pen серу today. 

advice on your roofing problems. 
THE F.W. ССД BRASS COMPANY 
MANUFACTURING COMPANY VERMILION, OHIO 


GREENSBURG, PA. 
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Washrooms rank as one of the four most important factors in good working conditions — according to a survey of workers from 400 plants. 


A thee landa... 
evidence That 


the "boss" canes 


OCTOBER 1949 


V Vell-kept washrooms help demonstrate management’s regard 
for the comfort of personnel. Don’t you appreciate a 
washroom when it’s really right? 


Clean, modern, carefully planned washrooms are an important 
part of good employee-management relations. You'll do your 
client a real service if you make sure his washrooms are right. 

ScotTissue Towels are a symbol of the right kind of washroom. 
Include ScotTissue Towel cabinets in your washroom planning. 
Send for our free booklet that’s filled with helpful suggestions, 
well-tested plans and diagrams (by an architect specializing in 
this field) for large and small washrooms, etc. Write to the 
Scott Washroom Advisory Service, Chester, Pa. 


Trade Marks ''ScotTissue,'' ‘‘Duralose,’’ ‘Washroom Advisory Service,” Reg. U. S. Pat. Off. 


|! SCOTTISSUE TOWELS 


Symbol of the right kind of washroom 
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NEW STRUCTURAL STEEL 
CALCULATOR 
CUTS COMPUTING TIME 


An invaluable aid to architects and engineers. Provides 
simplified solution to all problems in stress analysis and 
to most other structural steel design problems. 


STRUCTURAL 
CALCULATOR 
measures 8” x 
10%”. Illustra- 
tion is approx. 
one-sixth actual 
size. 


ONE OPERATION TELLS YOU 


Ф Allowable bending @ Allowable axial stress 
stress € Economical selection of 

9 Zd/bt ratio beams 

Ф Deflection @ Beams braced and unbraced 


INFORMATIONAL DATA ON 
® Welding design @ Allowable stresses 


Order your STRUCTURAL CALCULATOR today and cut com- 
puting time on steel design. $5 postpaid. Send check or money order. 


CALCULATOR DESIGN SERVICE, Inc. 


101 Park Avenue, Room 1732 * Dept. В è New York 17, N. Y. 


WHERE HIGH HEAT REQUIRES 
REMOVAL OF LARGE VOLUMES OF AIR 
THE BURT MONOVENT MOVES 


MOST AIR PER DOLLAR 


The Burt Monovent Continuous Ridge Ventilator is particularly useful 
in heavy industry— steel mills, foundries, forge shops, etc. It may be 
installed on any type roof and functions as a gigantic exhaust valve 
along the entire length of the structure. A complete range of sizes 
from 4" to 96" handles almost any application. 


Write now for catalog and data sheets on Burt Monovent. It is one 
of Burt's complete line of ventilators which includes a size and type 
for every ventilating need. 


See Sweets’ or Write for Catalog and Data Sheets 


THE BURT MFG. CO. FOR CATALOGS 


ROOF VENTILATORS * OIL FILTERS Burt Engineers 
{ EXHAUST HEADS - are glad to 


48 E. South Street, Akron 11, Ohio, U.S.A. ] help on plans 


VENTILATORS • LOUVERS „ OIL FILTERS + SHEET METAL SPECIALTIES 
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* Best Materials 
e Finest Workmanship 
• Trouble-free Valves and Fittings 
* Complete Sanitation 


Write today for '49 HAWS Catalog. 
Specify HAWS—and be sure! 


SANITARY DRINKING FOUNTAINS 
AWS ELECTRIC WATER COOLERS 
HAWS DRINKING FAUCET CO. 


1441 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 
Agents and Sales Representatives In All Principal Cities 


See Our Catalog in Sweet's 


JAMESTOWN METAL 
CORPORATION . 


104 BLACKSTONE AVENUE JAM Е 5 то WN : N SM 
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Architect: Eric Kebbon, Board of Education, New York 
Contractor: Caristo Construction Corp., New York 
Steel Fabricator and Erector: Dreier Structural Steel Co., Inc., New York 


New Public School in Brooklyn 


This recently-completed addition to the New York City school 

system is Public School 195, on Shore Boulevard, Brooklyn. 

A two-story structure designed for youngsters up to 12 years 

of age, it has facilities for 558 pupils. It consists of 13 class- 

rooms, a kindergarten, playroom, and snackroom. In addi- 

tion, it has office and lounge space for supervisory personnel. STR U CT U RA L 
Hidden beneath the facing of red brick is a 412-ton steel 

framework of Bethlehem Structural Shapes. SHA PES 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


On the Pacific Coast Bethlehem products are sold by 
Bethlehem Pacific Coast Steel Corporation 


Export Distributor: Bethlehem Steel Export Corporation 
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MANUFACTURERS’ PRE-FILED CATALOGS 
Symbols "а", "b", and "e" indicate that catalogs 
of firms so marked are available in Sweet's Files 
as follows: 


INDEX TO ADVERTISEMENTS EE ils 


b—Sweet's File for Builders, 1949 
e—Sweet's File, Engineering, 1949 
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specigying NORTON non slop STAIRS and HOOKS? 


... For positive, permanent non-slip protection plus 
exceptional wear-resistance, thoughtful architects are cooper- 
ating with practical-minded school boards in specifying Norton 
non-slip stairs and floors where slipping hazards and resistance to 
heavy foot traffic are both important. Many falls occur on stairs, 
but slipping accidents frequently occur on many walking surfaces 


when they become wet. Norton stairs and floors provide permanent 


non-slip protection, even when wet, and extreme resistance to heavy 
foot traffic. They are non-resonant and comfortable under foot. 
A wide selection of colors is available. 

Small and large schools across the country have combined safety, 
economy and attractiveness by taking advantage of the non-slip 
qualities of long-wearing Norton stairs and floors. See our catalog 


in Sweet's, or write for free catalog No. 1935. 


4 CHOICES—ALL NON-SLIP AND WEAR-RESISTANT ! 


TERRAZZO AGGREGATE 


STAIR AND FLOOR TILE 


mas 


CEMENT FLOOR AGGREGATE 


CERAMIC MOSAIC TILE 


Specially prepared for monolithic or 


precast terrazzo. Applications: lob- 
bies, foyers, corridors, auditoriums and 
as precast treads for stairways, 


Available in nine colors and eight 
sizes for stairs, walkways and ramps; 
recommended as step nosing for marble, 
tile, terrazzo, concrete, or steel stairs. 


Incorporated in cement or asphalt floor 
in proper proportion, it reinforces the 
cement and increases durability several 
times. Used in cafeterias and washrooms. 


Provides non-slip protection for attractive 
mosaic floors around swimming pools, in 
shower and washrooms, and around the 
counters in cafeterias. 


NORTON COMPANY “NORTONF WORCESTER 6, MASS. 
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Something 


in walls and ceilin 


new 


LAMINATED SHEETROCK 


the modern double-wall system 


Your U.S.G. representative has complete details on this modern double-wall 
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T. The first layer of SHEETROCK fireproof gyp- 
sum wallboard goes up vertically. It signifies 
the initial step in the added fire-protection, 
extra strength, greater sound-resistance, and 
smoother beauty provided by this outstanding, 
new double-wall system. 


3. Face layer is then nailed up horizontally— 
ceilings again first, with boards at right angles 
to first layer. When adhesive is dry (usually 
within a short period), the bond between the 
two layers is secure. Then the nails are counter- 
sunk, and the nail holes filled . . . later finished 
with PERF-A-TAPE cement. 


Gypsum • Lime 


Steel 


2. Ceiling boards are applied first, with 
long edges parallel to joists. Sidewalls fol- 
low. After first layer is up, each face layer 
board is covered and combed with specially 
formulated USG Adhesive which pos- 
sesses tremendous bonding strength. 


4. In the final step, the famous PERF-A- 
ТАРЕ Joint System reinforces and conceals 
all joints, making wall and ceiling surfaces 
smooth and seamless and ready for any 
decoration. It's easy to see why new Lami- 
nated SHEETROCK wallboard produces one 
of the finest dry-walls you can specify. 


system. Call him, or write 300 W. Adams St., Chicago 6. 


United States Gypsum 


For Building * For Industry 


Insulation * Roofing >œ Paint 
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